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PREFACE 

In  preparing  this  treatise  on  the  subject  of  Lilies,  I  have  endeavored 
to  present  to  the  average  gardener  a  monograph  that  will  be  readily  under- 
stood, and  in  doing  so  I  have  confined  my  subject  to  varieties  that  are  avail- 
able and  that  may  be  procured  within  a  reasonable  time. 

Besides  my  professional  knowledge  of  this  most  interesting  subject,  I 
have  made  it  my  life  hobby  and  can  place  myself  in  the  position  of  an  ama- 
teur gardener,  to  whom  I  am  prompted  to  address  my  remarks. 

Nearly  all  of  the  colored  plates  used  in  this  book  have  been  produced  with 
the  actual  flowers  before  the  artist,  many  of  them  being  taken  from  my  own 
garden  or  collected  from  others.  In  my  endeavor  to  have  their  true  coloring 
portrayed,  I  have  made  repeated  corrections  on  the  plates,  and  if  I  have 
failed  to  satisfy  the  severe  critic,  it  must  be  borne  in  mind  that  climatic  and 
soil  conditions  have  sometimes  a  tendency  to  produce  a  decided  variation  in 
coloring. 

In  this  work  I  have  been  greatly  aided  through  references  to  a  book, 
now  out  of  print,  by  Mr.  A.  Grove  of  London,  who,  I  believe,  is  the  greatest 
living  authority  on  Lilies  in  England  and  whom  it  has  been  my  great  pleasure 
to  meet.  Also  from  books  by  Dr.  Wallace,  Mr.  11.  S.  .Adams,  Miss  Gertrude 
Jekyll  and  Mr.  L.  H.  Wilson  of  the  Arnold  Arboretum,  his  latest  book,  "The 
Lilies  of  Eastern  Asia,"  being  the  most  modern  ami  complete.  This  book 
has  greatly  aided  me  in  the  latest  nomenclature. 
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LILIES  IN  HISTORY 

The  Lily  was  one  of  the  chief  flowers  used  extensively  by  the  ancient 
Greeks  and  Romans  even  in  the  pre-Christian  times.  This  fact  of  history 
rather  tends  to  dissipate  the  generally  held  idea  that  the  Lily  came  in  with  the 
establishment  of  Christianity,  as  an  emblem,  and  as  a  decoration  and  an  adorn- 
ment of  graves.  To  be  sure  the  Lily  did  become  the  great  Christian  symbol 
and  at  Easter,  when  celebrating  the  great  festival,  the  members  of  the  early 
church  went  about  the  streets  of  Rome  with  garlands  of  Lilies  hung  about 
their  necks,  but  as  already  stated  it  was  used  prior  to  these  times  by  both 
Greeks  and  Romans.  Virgil  alludes  to  its  use  more  than  once,  in  decking  the 
abodes  of  the  dead,  and  in  one  passage  says  to  the  grave  of  Marcellus  "hands 
full  of  Lilies  should  be  brought." 

Coming  down  through  the  Christian  centuries  to  the  Age  of  Chivalry, 
the  records  of -these  times  indicate  the  popularity  of  the  Lily  as  a  badge  of 
knighthood.  When  a  knight  was  about  to  fare  forth  to  do  battle,  and  more 
especially  when  setting  out  on  a  crusade,  he  knelt  before  his  "Faire  laydy" 
in  full  armor,  but  with  his  visor  up,  and  she  placed  around  his  helm  a  chaplet 
of  Lilies.  This  served  as  a  mutual  vow  of  faithfulness  and  purity  during  the 
days  of  enforced  separation. 

In  the  world's  architecture,  its  paintings,  its  literature  (both  prose  and 
poetry)  the  Lily  has  always  been  employed  as  the  symbol  of  immaculate 
beauty  and  purity. 

In  countless  instances  wherever  and  whenever  men  and  women  have 
sought  to  typify  purity,  stateliness,  graciousness  and  other  of  the  fine-flowering 
attributes  and  qualities  of  the  human  mind,  they  have  turned  to  the  Lily  for 
an  example,  for  an  illustration,  for  a  simile.  The  sentiment,  which  in  our 
English  speech  finds  expression  in  the  phrases,  "Fair  as  a  Lily"  and  "Pure 
as  a  Lily"  also  finds  lodgment  in  the  idiom  of  every  civilized  language  spoken 
anywhere  on  the  face  of  the  earth.  The  words  echo  a  universal  agreement; 
they  represent  a  world-wide  ideal;  they  stand  for  a  commonly-held  creed. 
Men  and  women  for  hundreds  of  years  have  obeyed  the  injunction  of  the 
great  Galilean.  They  have  "considered  the  Lilies"  and  they  have  found  them 
exceedingly  fair. 
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And  lilies  white  prepared  to  touch 
The  whitest  thought,  nor  soil  it  much 
Of  dreamer  turned  to  lover. 

— E.  B.  Browning. 


INTRODUCTION 

OME  of  the  most  popular  flowers  we  grow  in  our  gardens  are  direct 
lineal  descendants  of  species  which  have  outlived  kingdoms  and 
dynasties  and  indeed  have  a  history  contemporaneous  with  the  rise 
and  advancement  of  the  human  race. 

Therefore  some  writers  are  apt  to  preface  their  writings  with  quotations 
from  ancient  books,  hence  one  is  often  reminded  of  the  scriptural  admoni- 
tion to  "Consider  the  Lilies  of  the  field."  But  the  Holy  Land  is  not  a  land 
where  true  Lilies  grow,  and  calling  a  flower  a  Lily  does  not  make  it  a  Lilium 
— the  specific  name  of  all  true  Lilies. 

What  we  may  do,  however,  with  profit  and  with  pleasure  is  to  consider 
the  Lilies  of  the  world,  how  and  where  they  grow,  and  proceed  to  establish 
them  in  our  gardens  in  greater  number  and  variety. 

The  white  Lily  has  for  centuries  been  esteemed  and  portrayed  as 
"Floras,"  emblem  of  purity,  and  some  pictures  of  the  Madonna  show  her 
holding  a  spike  of  Lilium  candidum  in  her  hand.  That  Lily  is  the  most  widely 
known  and  the  most  extensively  grown  Lily  of  the  European  countries. 

In  America  there  is  one  Lily,  also  a  white  one,  known  to  almost  every- 
body, namely,  L.  longiflorum  multiflorum.  It  is  not  a  native  plant,  but  as 
a  product  of  the  florists'  greenhouses,  it  is  now  to  be  had  in  flower  practically 
all  through  the  year.  We  have  made  it  the  dominant  flower  of  the 
Easter  season  and  we  may  well  believe  that  this  Lily  is  almost  universally 
known. 
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Lihum  Candidum 
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How  bravely  thou  becomest  thy  bed,  fresh  Lily. 

— Cymbeline. 

But  the  purpose  of  this  publication  is  to  tell  you  of  the  many  Lilies 
now  available  for  growth  in  gardens  and  of  their  variant  forms,  colors  and 
characters.  There  are  little  Lily  gems  that  rise  only  a  foot  or  two  high, 
exquisite  in  form  and  purity;  others  as  brilliant  as  any  flower  that  blooms, 
as,  for  example,  L.  tenuifolium  from  the  cold  Siberia.  Then  there  is  that 
giant  of  the  Lily  family,  and  surely,  when  well  grown,  this  is  the  noblest 
hardy  flowering  plant  known.  Its  specific  and  most  appropriate  name  is 
L.  giganteum  himilaicum.  Its  native  home  is  the  Himalya  mountains  of 
India,  but  it  can  be  established  and  grown  well  in  our  gardens.  Try  to  im- 
agine a  Lily  which  grows  up  ten  to  twelve  feet  or  even  more  in  height.  You 
stand  spellbound"  as  you  gaze  upon  it,  looking  up  into  its  long  cylindrical 
trumpet-shaped  flowers.  Between  these  two  extremes,  the  giant  and  the 
dwarf  of  the  Lily  family,  there  are  two  score  or  more  of  really  worth  while 
easily  grown  garden  Lilies.  Out  of  the  abundance  of  the  Lily  family  we  may 
make  selections  which  will  ensure  a  complete  succession  of  bloom  in  the  gar- 
den from  May  until  October. 

To  succeed  with  Lilies,  however,  we  must  consider  their  nature  and 
origin,  and  in  so  far  as  possible,  try  to  provide  them  with  their  constitu- 
tional requirements.  We  must  realize  that  they  are  children  of  nature  to 
a  much  greater  degree  than  the  majority  of  hardy  garden  flowers.  For  ex- 
ample, Roses,  Irises,  Peonies  and  Larkspurs  which  we  grow  today  are  improved 
varieties  of  garden  origin.  These  have  been  developed  under  conditions  as 
they  exist  in  gardens  and  have  therefore  acquired  an  adaptability  to  prevail- 
ing garden  conditions.  In  fact,  withhold  from,  or  neglect  to  give  them  a  cer- 
tain high  standard  of  living,  and  they  quickly  deteriorate.  Our  Lilies,  with 
but  few  exceptions,  have  not  originated  in  gardens  but  are  true  species,  wild 
flowers  from  our  own  or  other  countries. 
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The  geographical  distribution  of  Lilies  is  peculiar  in  that  they  are  only 
to  be  found  in  countries  north  of  the  Equator,  but  they  encircle  the  northern 
hemisphere.  So  we  have  Lilies  of  the  Pacific  Coast  States  and  of  those  bor- 
dering the  Atlantic.  Other  comes  from  Europe,  and  all  across  the  vast  con- 
tinent of  Asia,  in  Japan  and  the  Phillipines,  Lilies  abound. 

Now  the  world-wide  distribution  of  Lilies  and  the  diverse  conditions  of 
soil  and  climate  that  must  prevail  over  such  a  wide  range  of  country  all 
tend  to  somewhat  complicate  the  problem  of  establishing  Lilies  in  our  gardens 
and  maintaining  them  there  in  varying  degrees  of  permanency.  Of  these  two 
factors  soil  is  probably  of  much  more  importance  than  climate. 

We  cannot  hope  to  successfully  compound  soils  equivalent  in  content 
to  the  volcanic  detritus  on  the  slopes  of  "Fusi  Yama"  where  Lilium  auratum 
has  its  home,  or  the  rocky  shales  of  the  mountains  of  western  China  where 
Wilson  found  the  Regal  Lily  in  countless  thousands,  or  the  carboniferous 
limestones  of  Ichang  where  Henry  found  the  Lily  which  bears  his  name. 

Our  chief  concern  is  how  to  provide  for  the  Lilies  we  wish  to  grow,  a  soil 
which  is  congenial,  conducive  to  healthy  growth,  containing  essential  con- 
stitutents  of  the  proper  mechanical  condition,  yet  devoid  of  other  elements 
we  may  know  or  think  to  be  inimical. 

In  a  broad,  general  way  it  may  be  said  that  the  soil  which  will  grow  good 
corn  or  potatoes  will  grow  a  number  of  the  most  robust  and  dependable 
Lilies.  Such  a  soil,  however,  will  not  grow  all  Lilies,  because  there  is  some 
lime  in  it.  There  are  some  Lilies  that  resent  lime  and  refuse  to  grow  in  any 
but  an  acid  soil,  as,  for  example,  some  of  our  most  desirable  native  Lilies, 
like  L.  pardalinum  from  the  West,  and  L.  superbum  from  the  East. 
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A  picturesque  setting  in  the  garden  ot  Mrs.  Scott  McLanahan,  East  Hampton,  N.   Y. 
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Group  of  Lilium  Candidum  Speciosui 
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And  the  stately  Lilies  stand 
Fair  in  the  silvery  lights 
Like  saintly  vestals^  pale  in  prayer; 
Their  pure  breath  sanctifies  the  air 
As  its  fragrance  fills  the  night. 

— Julia  C.  R.  Dorr. 

Undoubtedly  the  character  of  the  soil  has  much  to  do  with  ultimate 
success.  A  soil  having  a  porous  or  gravelly  subsoil  which  permits  deep  prepa- 
ration and  provides  the  all-essential  sub  drainage,  presents  few  difficulties. 
The  aim  should  be  to  provide  a  deep,  cool  root  run  which  will  store  and  hold 
an  ample  moisture  content  during  the  growing  and  flowering  period  and  yet 
not  hold  an  excess  of  water  during  the  dormant  or  resting  period.  A  cold, 
wet,  stagnated  root  condition  during  the  dormant  period  means  decay  and 
death.  A  perfect  soil  condition  alone  will  not  ensure  success.  A  certain 
man,  in  his  newly  acquired  enthusiasm  for  Lilies,  said  "I  will  make  me  a 
Lily  garden."  He  spared  neither  effort  nor  expense  in  excavating,  draining 
and  compounding  the  various  soils  in  the  beds,  but  this  Lily  garden  was  a 
lamentable  failure  because  he  failed  to  take  into  account  another  condition 
under  which  Lilies  grow.  This  brings  us  back  again  to  the  important  point 
of  where  our  Lilies  grow.  In  our  gardens  we  must  make  our  conditions 
conform  to  the  Lilies'  actual  needs.  They  love  the  sun,  but  they  are  greatly 
benefited  by  some  low  ground  cover  or  associated  vegetation  which  will 
shade  and  protect  their  root-s  from  scorching  heat  and  drought.  This  need 
of  associated  vegetation  is  one  of  the  greatest  cultural  importance.  Mr.  E. 
H.  Wilson  emphasizes  it  in  his  writings  on  Lilies  he  saw  in  China.  He  says, 
"They  grow  naturally  among  protective  herbs  and  shrubs  which  in  Spring 
screen  from  the  sun's  direct  rays  the  young  flower  stem  of  the  Lily  after  it 
emerges  from  the  earth,  and  in  Autumn  the  fallen  leaves  of  the  shrubs  and 
the  dying  culms  of  the  herbs  form  a  protective  mulch  which  as  it  decays 
becomes  a  nourishing  food." 
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But  who  will  watch  my  Lilies 
When  their  blossoms  open  white? 
By  day  the  sun  shall  sentry ', 
And  the  moon  and  the  stars  by  night! 

— Bayard  Taylor. 

What  Mr.  Wilson  saw  and  noted  in  China  is  just  as  apparent  at  home 
for  those  who  will  observe  the  conditions  under  which  our  native  Lilies  grow. 
While  driving  along  a  country  road  I  once  observed  a  group  of  L.  canadense 
of  unusual  height.  This  group  was  in  a  swampy  field  and  less  than  one 
hundred  feet  from  the  roadside.  I  stopped  to  inspect  the  group  more  closely. 
It  was  no  easy  matter  to  reach  it  through  a  mass  of  Goldenrod,  Joe-pye- 
weed,  Cat  Briars  and  Blackberry  bushes,  but  when  I  stood  beside  the  group 
the  taller  spikes  were  five  feet  in  height  with  from  eighteen  to  twenty  flowers 
and  buds.  It  was  its  stature  and  quantity  of  bloom  that  arrested  my  atten- 
tion. Surely  there  is  something  to  be  learned  from  such  a  splendid  growth 
of  Lily  which  no  man  planted  or  ever  tended,  yet  it  goes  on  increasing  in 
number  and  beauty  year  after  year  and  never  failing  to  appear  at  its  ap- 
pointed time. 

Another  object  lesson  which  he  who  rides  and  sees  may  think  upon  and 
profit  by:  It  is  in  Connecticut,  where  a  little  roadside  farmhouse  once  stand- 
ing there  has  long  since  disappeared  save  for  crumbling  cellar  walls.  Tiger 
Lilies,  the  true  L.  tigrinum  evidently  once  grew  in  the  garden  and  are  there 
yet,  but  beyond  what  was  garden  they  have  spread  along  the  roadside, 
happy,  vigorous  and  blooming  abundantly,  thrusting  up  their  stems  five  feet 
in  height  between  the  natural  shrubby  undergrowth.  The  morals  seem  self- 
evident.  With  roots  protected  and  shaded,  Lilies  will  lift  up  their  flowers 
to  the  sun  above  the  associated  vegetation.  Some  Lilies  do  not  even  require 
the  sun  at  flowering  time.  You  may  have  a  shady  spot  upon  which  no  direct 
sun  rays  ever  fall.  Plant  it  with  hardy  ferns,  interplant  the  ferns  with  white 
L.  martagon  and  you  have  made  a  planting  which  will  be  a  joy  to  behold 
through  many  years. 
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I  like  not  Lady  slippers, 
Nor  yet  the  Sweet  Pea  blossom, 
Nor  yet  the  flaky  Roses 
Red  or  white  as  snow; 
I  like  the  chaliced  Lilies, 
The  gorgeous  Tiger  Lilies 
That  in  our  garden  grow. 

— T.  B.  Aldrich. 

So  we  can  plant  Lilies  with  confidence  in  many  places  in  our  gardens, 
those  more  easily  grown  are:  L.  candidum,  L.  testaceum,  L.  regale,  L. 
croceum,  L.  davuricum,  L.  henryi,  L.  hansoni,  L.  speciosum,  L.  elegans  and 
L.  tigrinum,  and  can  be  grouped  with  hardy  flowers  in  the  perennial  border, 
where  wonderful  effects  can  be  obtained.  Peonies  and  Lilies  make  a  most 
practical  combination  because  Peonies  have  wide-spreading  foliage.  If  one 
interplants  them  with  some  later  flowering  Lilies,  they  come  in  admirable 
succession  after  the  rather  brief  season  of  Peony  bloom. 

There  is  a  place,  too,  for  that  group  of  Lilies  which  require  an  acid  soil. 
Plant  these  in  groups  among  Rhododendrons,  Azaleas,  Kalmias  and  kindred 
plants,  where  they  will  be  growing  as  near  to  natural  ways  as  can  possibly 
be  obtained  in  gardens. 

In  the  half  shade  of  a  thin  woodland,  especially  where  the  soil  is  rich 
in  humus  from  decay  of  leaves,  many  Lilies  can  be  grown  and  especially 
so  L.  giganteum  himilaicum.  Beware,  however,  of  planting  too  near  the 
Elms  and  Maples,  as  their  voracious  root  system  usually  fills  every  square 
foot  of  soil.  If  there  is  a  likelihood  of  roots  of  trees  and  shrubs  interfering 
with  the  establishing  of  Lilies,  there  is  a  simple  expedient  to  offset  the  maraud- 
ing roots.  Dig  a  hole  of  sufficient  size  to  insert  a  bottomless  half- barrel, 
its  top  flush  with  the  earth  surface.  This  can  then  be  filled  with  soil  suited 
to  the  requirements  of  the  Lily  to  be  planted.  By  the  time  the  barrel  staves 
decay  the  Lily  will  be  established  and  able  to  hold  its  own. 
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It  is  generally  recommended  that  Lily  bulbs  should  be  planted  deeply, 
and  for  certain  varieties  deep  planting  is  of  the  highest  importance;  but  the 
would-be  grower  of  Lilies  needs  to  be  told  more  than  this.  Deep  planting 
may  defeat  its  own  purpose  when  following  such  advice  literally  if  Lily  bulbs 
are  planted  deeper  than  the  natural  strata  of  fertile  soil.  There  must  be 
good  soil  below  the  bulb  as  well  as  above  it,  so  if  the  natural  soil  is  not  of 
sufficient  depth,  dig  out  the  poor  subsoil  and  provide  a  soil  of  sufficient 
depth  for  the  roots  below  the  bulb  to  grow  in  and  feed  upon.  Deep  planting 
is  essential  for  many  Lilies  because  they  have  a  twofold  root  system.  A 
set  of  roots  emanates  from  the  base  of  the  bulb  of  all  Lilies.  However,  some 
Lilies  emit  another  set  of  roots  from  the  base  of  the  growing  flower  stem 
and  these  are  called  stem  rooting.  Undoubtedly  this  supplementary  root 
system  is  an  important  factor  in  the  development  of  stem  and  flowers,  be- 
cause if  these  stem  roots  are  injured  through  lack  of  shade  or  lack  of  moisture, 
both  stem  and  flower  alike  will  suffer.  All  stem  rooting  Lilies,  therefore, 
should  be  deeply  planted,  with  from  six  to  nine  inches  of  soil  above  the  top 
of  the  bulb.  Those  Lilies  which  root  only  from  the  base  of  the  bulb  need 
not  be  planted  so  deeply.  They  are  in  the  minority,  however,  the  important 
ones  being  L.  candidum,  L.  testaceum,  L.  martagon,  L.  chalcedonicum,  L. 
monadelphum  and  L.  giganteum  himilaicum.  The  correct  depths  are  given 
in  our  detailed  list  of  Lilies. 

The  late  Dean  Hole,  one  of  England's  ardent  rosarians,  said,  "He  who 
would  have  beautiful  Roses  in  his  garden  must  first  have  Roses  in  his  heart." 
This  truth  can  have  a  wider  application.  Let  the  heart's  desire  be  supple- 
mented with  some  physical  effort  and  bring  some  more  Lilies  into  our  gar- 
dens. If  you  succeed  with  them  your  reward  will  be  of  great  and  lasting 
merit. 
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HOW  TO  PLANT  LILY  BULBS 

A  very  important  matter  is  to  plant  Lily  bulbs  at  their  proper  depth, 
there  being  two  ways  whereby  they  throw  out  roots.  The  varieties  that  are 
called  stem  rooting,  which  root  at  the  stem  as  well  as  the  base,  thereby  giving 
added  strength  to  the  growing  stem  and  preventing  exhaustion  of  the  bulb, 
should  be  planted  deeply,  and  those  that  are  base  rooting  only  should  be 
planted  shallow.  The  proper  depth  to  plant  the  bulb  is  stated  in  descrip- 
tion of  each  Lily.  Place  bulb  in  a  shallow  bed  of  sand  and  surround  it 
with  same. 

In  planting  some  of  the  loose-scaled  bulbs,  such  as  Humboldti,  Kelloggi, 
Monadelphum,  Testaceum  and  Washingtonianum,  it  is  sometimes  advis- 
able to  plant  the  bulbs  on  their  sides  to  prevent  moisture  from  secreting  in 
the  scales  and  thereby  causing  decay.  Another  method  is  to  place  a  double 
thickness  of  waxed  tissue  paper  on  top  of  the  bulb,  if  planted  upright,  which 
would  answer  the  same  purpose,  until  the  bulbs  establish  themselves. 
Tar-paper  is  sometimes  placed  on  top  of  the  ground  for  Winter  and  a  little 
dirt  placed  on  top  to  keep  it  down.  This  method  would  prevent  excessive 
moisture  from  reaching  the  bulbs  before  becoming  well  rooted. 

One  should  not  be  disappointed  if  the  bulb  should  fail  to  show  any 
signs  of  growth  above  the  ground  for  the  first  year,  as  some  have  a  habit  of 
remaining  dormant  for  a  year  and  coming  along  strongly  the  next  sea- 
son, possibly  after  you  had  given  up  hopes  of  ever  seeing  their  glorious 
blooms.  The  Martagon  varieties  and  Monadelphum  sometimes  act  in  this 
manner. 


LILIES  IN  LIME  OR  CALCIPHILOUS  SOIL 

Contrary  to  the  general  impression,  most  Lilies  take  kindly  to  lime  or 
chalk.  In  fact,  our  most  popular  varieties,  with  the  single  exception  of 
L.  auratum,  do  not  in  the  least  object  to  this  ingredient  but  really  nourish 
in  same. 

In  our  general  description  of  Lilies  we  have  stated  which  are  lime  loving 
and  lime  hating,  and  where  nothing  is  said  it  may  be  inferred  that  they  are 
quite  indifferent  to  this  condition. 
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PREPARATION  OF  GROUND 

All  Lilies  require  good  drainage,  therefore  the  ground  should  be  prepared 
with  a  bottom  of  stones  and  rocks,  on  top  of  which  should  be  placed  about 
two  feet  of  fibrous  loam,  with  a  fair  proportion  of  sand  and  a  larger  propor- 
tion of  leafmold. 

Artificial  fertilizers  should  never  be  used  for  Lilies  as  they  do  not  take 
kindly  to  them.  Well  rotted  or  spent  manure  may  be  used  as  a  mulching 
or  Winter  protection.  Fresh  animal  manure  is  to  be  avoided  as  a  breeder  of 
fungous  disease.  Beneficial  results  are  to  be  obtained  by  covering  the 
ground  in  Fall  with  a  mulch  of  rotted  leaves,  and  if  this  is  not  obtainable, 
we  would  advise  using  Granulated  Peat  Moss. 

Peat  or  Granulated  Peat  Moss  is  used  with  many  Lilies,  especially  those 
in  Class  C,  but  sand  only  should  be  used  around  the  bulb.  A  few  inches 
below  the  bulb  Granulated  Peat  Moss  may  be  used  to  retain  the  moisture. 

Most  Lilies  detest  lime,  although  some  varieties,  such  as  Lilium  candidum, 
croceum,  davuricum,  testaceum,  elegans,  hansoni,  henryi,  longiflorum,  speci- 
osum,  regale,  martagon  and  tigrinum,  specially  mentioned  under  their  head- 
ings, either  take  kindly  to  lime  or  are  indifferent  to  its  presence. 

PREVENTION  OF  DISEASE  IN  LILIES 

Some  Lily  bulbs  are  subject  to  fungous  disease  and  particularly  so  in 
L.  auratum.  An  old  remedy  is  to  dust  powdered  sulphur  into  the  scales 
and  over  the  bulbs  before  planting,  but  a  more  efficacious  method  is  the  use 
of  a  chemical  preparation  under  the  name  of  Semesan. 

SEMESAN  FOR  LILIES 

The  application  of  Semesan  to  Lily  bulbs  has  been  found  very  effective 
in  preventing  rot  and  fungous  diseases.  Application  is  extremely  simple  and 
can  easily  be  carried  out  by  anyone.  A  dust  treatment  is  preferable  for 
Lily  bulbs.  Care  should  be  taken  to  get  the  powder  in  all  crevices  and  among 
the  scales  of  the  bulbs.  In  dusting,  the  bulbs  must  be  dry  so  as  to  avoid 
using  an  excess  of  treatment.  If  a  liquid  application  is  preferred,  mix  one 
ounce  Semesan  in  three  gallons  of  water  and  soak  bulbs  in  solution  for  about 
twenty  minutes.  Being  slowly  soluble,  Semesan  maintains  an  antiseptic 
zone  around  the  planted  bulb  and  preserves  it  by  preventing  soil-borne 
organisms,  especially  rot,  during  cold  and  wet  weather. 
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Is  not  this  Lily  pure? 

What  fuller  can  procure 

A  white  so  perfect,  spotless  clear 

As  in  this  flower  doth  appear  ? 

— Quarles  (The  School  of  the  Heart). 


TIME  OF  PLANTING 

To  obtain  best  results,  Lilies  should  be  planted  in  Fall,  but  many  varie- 
ties may  be  planted  in  early  Spring  and  will  produce  a  fair  amount  of  bloom 
the  first  season,  although  somewhat  later  than  their  natural  time.  Many 
of  the  Japanese  bulbs  arrive  here  too  late  for  Fall  planting  and  these  are 
held  in  cold  storage  for  early  Spring  planting.  If  these  bulbs  are  desired 
on  arrival,  the  ground  may  be  kept  open  by  a  heavy  mulching  of  manure 
for  immediate  .planting  or  they  may  be  potted,  the  pots  plunged  in  cold- 
frames  and  then  planted  out  in  Spring  after  they  have  attained  a  good  root 
growth.  We  are  attempting  to  overcome  this  difficulty  by  having  most  of 
these  grown  here.  This  same  method  is  being  pursued  with  such  varieties 
that  arrive  from  Europe  quite  late  in  the  season. 

Lilium  candidum  should  be  planted  in  Aug.-Sept.  as  they  make  a  root 
and  also  leaf  growth  in  the  Fall  which  will  insure  excellent  results  the  follow- 
ing season,  although  we  have  noted  excellent  results  from  Lilium  candidum 
planted  in  November. 

CLASSIFICATION  OF  LILIES 

As  a  guide  to  planting  Lilies,  we  have  placed  them  under  four  headings — A,  B,  C, 
and  D.  One  of  these  letters  will  appear  in  brackets  after  the  name  of  each  variety. 
The  explanation  of  this  is  as  follows: 

A — Lilies  that  will  do  well  under  ordinary  conditions,  and  which  prefer  a  sunny  location  with 

the  usual  ground  protection. 
B — Lilies  that  prefer  a  woodland  situation,  where  there  is  a  fair  amount  of  sunlight  and 

where  there  is  a  ground  covering  of  low  shrubs. 
C — Lilies  that  require  a  moist  situation  in  leafy-loam,  where  the  bulbs  may  rest  in  a  dry 
situation  although  the  roots  are  penetrating  the  moisture.     These  grow  naturally  on 
banks  of  small  streams,  on  the  borders  of  ponds,  or  on  raised  hummocks  in  bogs. 
D — Lilies  that  are  not  altogether  hardy  and  should  receive  a  heavy  mulching  of  leaves,  or 
the  bulbs  should  be  potted  when  received,  kept  in  a  cool  cellar  or  coldframe  in  Winter 
and  plunged  with  pot  in  the  open  ground  in  Spring. 
Be  sure  and  pay  close  attention  to  these  letters  when  ordering  Lilies. 
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Yet  in  the  bulb>  those  sapless  scales 

The  Lily  wraps  her  silver  vest. 
Till  vernal  suns  and  ternal  gales 

Shall  kiss  once  more  her  fragrant  breast. 

— Mary  Tighe. 

GENERAL  DESCRIPTION  OF  LILIES 

See  classification  note  for  letters  A,  B,  C,  D,  on  page  23. 

AURATUM  {A) 

The  Golden  Banded  Lily  of  Japan 
One  of  the  most  popular  Lilies  and  undoubtedly  the  best  known.  Although 
one  of  the  easiest  Lilies  to  grow,  it  often  deteriorates  after  the  first  year  if  the 
situation  is  not  altogether  suitable.  This  may  be  avoided  if  the  first  season's 
buds  are  sacrificed  in  order  to  throw  the  energy  of  the  plant  into  a  strong  root 
formation  and  thereby  producing  a  number  of  well  rooted  bulbs  which  would 
possibly  be  free  of  the  fungus  that  invariably  attacks  this  beautiful  species,  and 
as  a  preventative  of  this  disease  we  would  advise  using  Semesan  (see  page  20). 
Although  sun  loving,  L.  auratum  does  remarkably  well  in  partial  shade,  on  the 
fringes  of  woodlands  or  the  clearings  in  vegetation.  Does  not  take  kindly  to 
lime  soil.  Stem  rooting.  Plant  10  inches  deep.  Height  3>£  to  6  feet.  July-August. 

AURATUM  (A).    The  old  type  white  with  gold  bands  and  spotted  maroon. 

Crimson  Queen  (A).  This  remarkable  hybrid  is  what  one  might  term  "The 
Crimson  Auratum,"  but  must  not  be  confused  with  Auratum  rubro  vit- 
tatum,  as  where,  in  the  latter  a  red  band  runs  down  the  center  of  each 
petal,  in  the  Crimson  Queen  there  appears  a  wide  streak  of  crimson  which 
flushes  the  surface  of  practically  the  whole  of  the  flower,  the  center  band 
of  crimson  gradually  fading  toward  the  edge  of  the  petal.  We  are  not 
definitely  certain  as  to  the  parentage,  but  it  is  believed  that  L.  auratum 
platyphyllum  was  crossed  with  L.  speciosum  rubrum  melpomene.  We 
have  only  a  limited  supply,  but  they  are  all  flowering  bulbs  running  from 
7  to  9  inches  in  circumference. 

Pictum  (A).    Has  crimson  spots  and  crimson-tipped  petals. 

Platyphyllum  (Macranthum)  (A).  The  largest  of  all  Auratum,  with 
broader  petals  and  spotted  yellow.  A  vigorous  grower  and  almost  free 
from  disease. 

Rubro  viTTATUM  (A).     A  very  attractive  variety  with  red  bands. 

Wittei  (Virginale)  (A).     Has  no  spots  but  has  broad  yellow  bands. 
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New  Backhouse  Hybrid  "Sutton  Court" 
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AMABILE  {A) 

A  rare  species  coming  from  Korea.  The  flowers  are  large  and  reflexed. 
The  color  is  grenadin-red,  freely  spotted  with  black  with  two  or  three  dark 
chocolate  blotches.  Stem  rooting.  Plant  8  inches  deep.  Height  3  to  4  feet. 
July. 

THE  NEW  RACE  OF  BACKHOUSE  HYBRIDS 

The  late  Mrs.  Backhouse  of  England  was  successful  in  raising  many 
beautiful  seedling  Lilies  from  crosses  made  between  L.  Martagon  and 
L.  Hansoni.  They  are  all  stem  rooting  and  should  be  planted  8  inches 
deep.  We  cannot  offer  large  bulbs  of  these,  but  they  are  all  flowering  size 
and  can  all  endure  lime  soil. 

Broacade  (A).  A  most  effective  garden  Lily,  vigorous  and  very  free-flowering. 
Each  inflorescence  carries  a  multitude  of  orange-yellow  flowers,  overlaid 
with  rosy-pink  on  the  outside  and  the  interior  marbled  pink  with  chocolate 
spots  on  a  yellow  ground.     Height  6  feet.     June  and  July. 

Golden  Orb  (A).  Flowers  are  three  inches  across,  of  a  light,  clear  straw 
color  with  green  center,  conspicuously  spotted  with  small  crimson  dots; 
outside  ribbed  deep  golden-brown.     Height  3  to  4  feet.     June  and  July. 

Mrs.  R.  O.  Backhouse  (A).  A  tall  and  stately  Lily  bearing  fifteen  to  thirty 
flowers  of  an  orange-yellow  tone,  lightly  spotted  purple.  The  general  form 
of  this  flower  is  somewhat  reminiscent  of  Hansoni,  but  the  petals  are  wider 
and  stouter  and  the  flower  does  not  reflex  as  much  as  in  Martagon.  One 
of  the  finest  hybrids  yet  raised.    Height  5  feet.    June-July. 

Sceptre  (A).  One  of  the  most  vigorous  and  free-flowering  of  the  new  varie- 
ties, one  of  the  last  to  flower.  The  stout  stems  will  bear  as  many  as  thirty 
star-shaped  flowers  of  a  pink-buff  shade  freely  covered  with  small,  dark 
spots.    Height  6  feet.     June-July. 

Sutton  Court  (A).  Somewhat  similar  to  Mrs.  R.  O.  Backhouse,  but  stronger 
in  growth  and  growing  even  taller.  The  flowers  are  more  reflexed  and 
heavily  spotted  with  purple,  while  the  exterior  of  petal  is  distinctly  shaded 
with  pink,  the  internal  surface  being  of  a  light  yellow.  The  whole  inflor- 
escence being  of  a  most  distinct  and  pleasing  appearance.  Height  6  to  7 
feet.     June-July. 
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BAKERIANUM  (Lowi)  (D) 

A  very  rare  Burmese  Lily  which  had  been  lost  to  cultivation  for  many 
years.  It  has  pendulous,  bell-shaped  flowers  which  open  greenish-yellow  and 
fade  to  creamy-white,  with  red-brown  spots  within.  This  variety  is  not 
altogether  hardy  and  should  be  handled  in  pots  so  that  they  may  be  plunged 
in  Summer  and  taken  in  for  Winter  stem  rooting.  Height  3  feet.  June- 
July. 

BATEMANNIAE  {A) 

This  beautiful  apricot  shaded  Lily  is  easy  of  cultivation  and  grows  equally 
as  well  in  partial  shade  as  in  full  sun.  This  variety  is  recommended  as  one 
of  the  most  adaptable  for  an  ordinary  garden.  Stem  rooting.  Plant  6  inches 
deep.    Height  3  feet.    July-August. 

BOLANDERI  (B) 

One  of  the  rarest  Lilies,  with  slender  stems  bearing  two  or  three  dainty 
bells  of  a  deep  crimson  shade  spotted  purple,  requiring  special  culture.  See 
B  note.     Makes  small   bulb  with  wiry  roots.     2  to  3  feet.  July-August. 

BROWNII  ODORUM  (A) 

A  favorite  in  old  gardens  and  deserving  of  general  culture.  Its  habit 
is  strong  and  vigorous  with  stout  leafy  stalk  bearing  large,  fragrant  trumpet- 
shaped  flowers,  the  inside  being  pale  yellow  on  opening  and  fading  to  cream 
color  when  fully  expanded.  The  outside  is  streaked  rich  vinous  purple, 
shading  to  reddish  brown.  Unfortunately  the  collectors  have  been  unable  to 
procure  enough  bulbs  of  this  interesting  Lily  to  meet  the  increasing  demand, 
but  eventually  we  hope  to  be  able  to  raise  a  liberal  supply  in  the  bulb  fields 
of  the  state  of  Washington.  Requires  perfect  drainage  in  light  sandy  loam. 
Plant  bulb  8  inches  deep,  and  planting  on  its  side  is  recommended  to  prevent 
moisture  from  secreting  in  its  scales.  Stem  rooting.  Height  3  to  4  (ett. 
June-July. 
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Backhouse  Hybrid,  L.  Sceptre 


L.   Bate  man  ma  i; 


L.  Browmi  Odorum 


L.  Canadense 
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Liliu.m  Canadense 
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L.  CALLOSUM  {A) 

This  late  flowering  Lily  was  discovered  by  Mr.  Henry  in  the  Yangtse 
gorges.  It  is  somewhat  easy  of  cultivation  where  it  should  receive  the  full 
sunshine.  Its  numerous  flowers,  Turkscap-shaped,  are  orange-red  in  color 
with  no  spots.  Stem  rooting.  Plant  8  inches  deep.  Lime  enduring.  Height 
2  to  3  feet.     Aug.-Sept. 

CANADENSE  {A) 

One  of  our  best  known  native  Lilies,  with  hanging  bell-shaped  flowers 
varying  in  shade  from  yellow  and  orange  to  red  spotted  inside,  the  ends  of 
the  petals  curling  slightly  back.  Should  be  planted  with  a  fair  amount  of 
peat.  An  excellent  Lily  for  naturalizing  as  it  prefers  a  ground  cover.  The 
bulbs  are  naturally  small  and  should  be  planted  about  5  inches  deep.  Base 
rooting.     Does  not  like  lime  soil.     Height  3  to  5  feet.     June-July. 

Flavum  (A).     A  selected  golden-yellow  form  of  the  above.     Heavily  spotted. 
Rubrum  (A).     A  selected  red  form  of  above  and  heavily  spotted. 


CANDIDUM  (A) 

The  Madonna  or  Ascension  Lily 
This  stately  Lily  is  possibly  the  oldest  in  existence  and  certainly  the  best 
known.  It  has  been  known  to  thrive  in  all  kinds  of  soil  and  endures  lime 
and  exposure  to  full  sunshine.  The  bulbs  should  not  be  planted  deeply,  the 
tops  being  covered  with  only  about  two  inches  of  soil.  Our  bulbs  are  grown 
in  northern  France  and  arrive  here  about  September  1st.  If  planted  then 
they  will  form  a  leaf  growth  which  is  every  assurance  of  an  abundance  of 
flower  the  following  Spring,  although  bulbs  planted  in  October  and  November 
from  cold  storage  frequently  do  equally  as  well.  Do  not  disturb  as  they  dis- 
like interference.  Base  rooting.  Height  3  to  4  ft.  June-July.  Delphinium 
as  a  companion  to  the  Madonna  Lily  is  always  most  pleasing  and  effective. 


CANDIDUM   SPECIOSUM    (Peregrinum)    (A) 
A  rare  and  distinct  form  seldom  met  with  in  cultivation  but  found  in 
Saloniki.     It  flowers  a  little  later  than  the  type  and  has  dark  stems.     In 
some  cases  it  is  hardly  distinguishable  from  a  strong  growing  type  of  the 
former.     Height  5  feet.     July. 
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CAROLINIANUM  {A) 

A  showy  Lily  with  slender  stems,  thriving  best  in  the  full  sun,  but  with  a 
ground  cover.  This  variety  resembles  L.  superbum  but  is  more  dainty  and 
has  a  delightful  fragrance;  base  rooting.  Does  not  take  kindly  to  lime. 
Height    3    feet.     July-Aug. 

CENTIFOLIUM  {A) 
This  wonderful  Lily,  also  known  as  Farrer's  No.  316,  was  supposed  to 
have  been  discovered  in  a  cabbage  patch  in  China.  It  is  certainly  a  giant 
among  Lilies,  standing  over  8  feet  high  and  producing  10  to  15  long,  tubular 
white  flowers,  streaked  externally  with  brown  and  flushed  internally  with 
yellow  at  the  base  of  trumpet.  Perfectly  hardy  and  vigorous.  Thrives  in 
lime  soil.  There  is  only  a  very  limited  number  of  flowering  bulbs.  Stem  root- 
ing.    Plant  8  inches  deep.     July. 

CERNUUM  {A) 

A  rare  and  beautiful  species  from  Northeast  China.  The  stems  are  slen- 
der but  rigid  with  grass-like  foliage.  The  flowers  are  shaped  like  L.  tenui- 
folium  in  habit  and  growth,  but  the  color  is  a  deep  lilac-pink  spotted  wine 
color  and  deliciously  fragrant.     Stem  rooting.     Height  2  feet.     June-July. 

CHALCEDONICUM  (A) 

The  Scarlet  Turkscap  Lily  of  Greece 
Nothing  is  more  lovely  in  late  June  than  a  clump  of  this  Lily  in  flower, 
with  its  slender  but  strong  stems  bearing  from  5  to  8  flowers  of  an  intense 
waxy  scarlet  hue.  It  may  be  planted  in  the  same  soil  as  L.  candidum.  It 
endures  lime  and  should  be  planted  not  more  than  four  inches  deep  in  a  sunny 
situation.  One  should  not  expect  much  from  this  Lily  the  first  year  after 
planting,  but  after  establishing  itself  it  should  not  be  disturbed.  We  have 
the  bulbs  of  the  true  Chalcedonicum,  which  is  sometimes  difficult  to  procure. 
Height  3  to  4  feet.     June-July. 

CHALCEDONICUM  MACULATUM  {A) 

This  variety  produces  large-broad-petaled  flowers  of  a  rich  dark  scarlet 
spotted  with  black  at  base.  It  possesses  a  strong  constitution.  Base  rooting. 
Plant  5  inches  deep.    Height  4  to  5  feet.     Junejuly. 
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COLCHICUM.      See  Monadelfium 

COLUMBIANUM  (B) 

A  slender  growing  lily  from  the  state  of  Oregon,  where  it  thrives  in  a  low, 
moist  but  well-drained  situation  and  takes  kindly  to  lime.  It  resembles  a 
miniature  L.  humboldti.  See  page  43.  The  flowers  are  golden  yellow, 
spotted  maroon.  Plant  about  6  inches  deep  in  leafmold.  Base  rooting. 
Height  3  ft.     July. 

GONCOLOR  (A) 

A  pretty  little  Lily  growing  not  more  than  18  inches  high,  with  striking 
upright  star-shaped  flowers  of  a  deep  crimson  shade  with  darker  spots.  This 
variety  will  stand  the  full  sunshine  and  is  suitable  for  rockeries.  Base  rooting. 
Endures  lime.  Produces  a  small  bulb  which  should  be  planted  about  5  inches 
deep.     June-July. 

CORDIFOLIUM  (B) 
This  odd  Lily  resembles  L.  giganteum  himalaicum  although  smaller  in 
stature.  The  large,  broad  leaves  are  most  attractive,  unfolding  crimson  in 
color,  changing  to  lustrous  green  burnished  with  a  copper  sheen.  The  flowers 
are  funnel-shaped,  slightly  fragrant,  of  a  milk-white  tinted  with  green  at  the 
base.  Base  rooting.  Should  be  given  the  same  treatment  as  L.  giganteum 
himalaicum.    Is  lime  enduring.    Height  3  to  5  feet.     July. 

CORIDION  (A) 

This  variety  is  similar  to  L.  concolor  in  habit  and  growth,  but  the  color 
is  deep  yellow  with  dark  spots.     Is  lime  loving. 

CROCEUM  {A) 
The  Orange  Lily 
A  stately  Lily  that  will  thrive  in  any  garden  soil.  It  endures  lime  and 
is  most  suitable  for  town  gardens.  A  robust  grower  with  strong  stems  cov- 
ered with  deep  green  foliage  and  bearing  huge  umbels  of  beautiful  orange- 
colored  upright  blooms.  If  left  alone  will  in  time  form  a  dense  clump.  These 
are  stem  rooting  and  bulbs  should  be  planted  5  inches  deep.  One  of  the  best 
of  the  cheaper  varieties.     Height  3  ft.     June-July. 
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DAVIDI  (SUTCHNENENSE)  (A) 

A  Chinese  Lily  with  cinnabar-red  Tiger  Lily-like  flowers  and  graceful 
narrow  foliage.  This  Lily  has  a  fine  constitution  and  is  one  of  the  best  of 
the  Summer  flowering  varieties.  Stem  rooting.  Does  not  like  lime.  Plant 
8  inches  deep.     Height  4  to  5  feet.     July. 


DAVURICUM  {A) 

This  popular  Lily  is  a  native  of  Siberia  and  northern  Japan,  although  it 
sometimes  resembles  our  native  L.  philadelphicum.  Thriving  in  any  fair 
garden  soil,  it  endures  lime  and  prefers  the  full  sun.  The  flowers  are  borne 
erect  in  umbels  of  three  to  five;  flowers  of  rich  orange  shade,  flushed  red  and 
spotted  black.  The  bulbs  are  small  and  should  be  planted  close  together 
about  5  inches  deep.     Stem  rooting.     Height  2  to  3  feet.     June-July. 


DUCHARTREI.     See  Farrer, 

ELEGANS   (Tkunlergianum)    (A) 

Very  hardy  dwarf  Japanese  Lilies  that  thrive  in  any  ordinary  garden,  but 
prefer  a  light  sandy  loam  and  will  endure  lime.  Varying  in  shades  from  citron- 
yellow  to  deep  blood-red,  they  are  most  effective  in  massing.  We  consider 
Leonard  Joerg  one  of  the  most  attractive  of  this  race.  All  are  stem  rooting 
and  grow  from  1}4  to  2  feet  high  and  produce  erect  blooms.  The  bulbs  are 
from  1  inch  to  2  inches  in  diameter  and  should  be  planted  about  8  inches 
deep.     June-July. 

Alice  Wilson.     Lemon-yellow,  shading  darker  in  the  center. 

Atrosanguineum.     Very  dark  red,  deep  crimson  in  center. 

Aurora.     Large  flowers,  yellow,  shading  to  red. 

Bicolor.     Orange,  edged  scarlet  with  few  spots. 

Horsmanni.     Very  dark  red. 

Leonard  Joerg.     A  very  fine  shade  of  apricot,  dark  spots. 

Peter  Barr.     An  immense  flower  of  pure  yellow. 

Quilp.     Vermilion  overspread  with  a  bright  luster. 

Robusta.     Orange,  spotted  black. 

Mixed. 
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0  lovely  Lily  clean, 
0  Lily  springing  green, 
0  Lily  bursting  white, 
Dear  Lily  of  delight, 
Spring  in  my  heart  again 
That  I  may  flower  to  men. 

— Masefield  (Everlasting  Mercy). 

EXCELSUM,     See  Testaceum 

FARRERI  (Duckartrei)  (A) 
This  interesting  Lily  was  introduced  from  Kansu,  China,  by  the  late 
Reginald  Farrer,  although  discovered  many  years  before  at  an  altitude  of 
over  8000  feet.  Referred  to  as  the  "Marble  Martagon  Lily,"  it  is  slender  and 
graceful,  bearing  numerous  recurved  white  flowers,  slightly  spotted  purple 
on  interior.  Has  strong  constitution;  is  lime  enduring  and  prefers  loose  soil 
ofleafmold.  Requires  lots  of  water  in  growing  season;  stem  rooting.  Height 
3  ft.     June-July. 

GIGANTEUM  HIMALAICUM  (B) 

The  largest  and  tallest  of  all  the  Lilies,  with  its  broad  foliage  and  tall, 
stately  flower  spikes,  it  is  indeed  handsome.  In  time  the  flower  spikes  often 
reach  a  height  of  10  to  12  feet,  bearing  numerous  long  tubular  flowers  of  pure 
white  tinged  with  purple  inside.  This  wonderful  Lily  should  not  be  planted 
deeply  as  the  top  of  the  bulb  should  show  above  ground.  This  would  neces- 
sarily require  a  heavy  mulching  during  Winter.  The  most  satisfactory  way 
to  handle  this  wonderful  Lily  is  to  plant  bulbs  3  to  4  years  in  age  which 
should  measure  about  10  to  12  inches  in  circumference.  These  may  not  flower 
for  about  two  years,  but  by  that  time  they  would  have  established  them- 
selves and  would  have  produced  smaller  bulbs  that  would  perpetuate  their 
growth. 

So-called  mammoth  flowering  bulbs  should  not  be  planted  for  permanent 
effect,  as  they  would  naturally  disappear  after  flowering. 

The  best  location  is  in  a  clearing  of  woodland  protected  from  the  hot 
winds,  where  there  is  a  good  depth  of  rich,  leafy  loam,  although  this  variety 
appears  to  take  kindly  to  lime.     Base  rooting.     July. 

GOLDEN   ORB.      See   Backhouse  Hybrids 
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GRAYI  (B) 

A  most  beautiful  and  dainty  Lily  from  the  mountains  of  Virginia  and 
North  Carolina,  bearing  small,  rich  red  flowers  spotted  maroon.  This  Lily 
prefers  to  be  planted  in  loose  leafy  or  peaty  soil  about  4  inches  deep  in  partial 
shade,  where  the  roots  can  find  their  way  into  moisture  while  keeping  the 
bulb  dry.     Is  lime  hating.     Base  rooting.    Height  3  to  4  feet.     July. 


HANSONI  {A) 

One  of  the  most  popular  of  the  Japanese  Lilies  because  of  its  easy  culti- 
vation. It  will  thrive  in  almost  any  soil  and  does  not  destest  lime.  Being 
stem  rooting,  the  bulbs  should  be  planted  8  to  10  inches  deep.  Frequently 
the  freshly  imported  bulbs  will  fail  to  flower  the  first  season  after  planting 
but  will  make  a  vigorous  growth  that  will  strongly  entrench  themselves  for 
future  blooming.  The  stout  stems  will  bear  numerous  flowers  of  a  deep  rich 
orange-yellow  shade,  spotted  brown.     Height  4  to  5  feet.     June. 


HENRYI  (A) 
The  Orange  Speciosum 

A  splendid  Lily  from  the  mountains  of  Central  China.  Of  vigorous 
growth  and  of  the  soundest  constitution,  this  Lily  should  find  a  place  in  every 
garden,  where  it  will  thrive  in  any  soil,  including  lime.  If  planted  in  partial 
shade  the  rich  orange  coloring  of  the  flowers  with  the  green  bands  will  be 
highly  accentuated.  Mr.  Grove  says:  "L.  henryi  is  a  good  example  of  the 
way  many  wild  plants  alter  their  growth  under  cultivation,  for  while  Dr. 
Henry  has  placed  it  on  record  that  he  never  saw  the  wild  Lily  exceed  4  feet 
in  height  or  bearing  more  than  four  or  five  flowers,  it  is  no  uncommon  thing 
to  find  it  in  gardens  9  feet  high  with  twenty  of  its  beautiful,  orange-colored 
flowers,  identical  in  shape  with  L.  speciosum  album."  Stem  rooting;  should 
be  planted  about  10  inches  deep.  Height  5  to  6  feet,  although  well  established 
plants  will  reach  a  height  of  8  to  9  feet.    July-August. 
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HORSFORDI  (A) 

A  beautiful  hybrid  resulting  from  a  cross  made  by  the  late  E.  H.  Horsford 
of  Vermont  between  Lilium  maximowiczi  and  Lilium  batemanniae,  retain- 
ing the  robust  constitution  of  the  former  with  the  pretty  apricot  shading  of 
the  latter.  Of  easy  cultivation,  but  dislikes  lime.  Stem  rooting.  Plant 
about  6  inches  deep.     Height  3  to  4  feet.     July-Aug. 


HUMBOLDTI  MAGNIFICUM  (B) 

A  grand  Lily  from  California,  thriving  well  in  a  moist,  well-drained  peaty 
soil  and  where  they  have  protection  from  drying  winds.  The  blooms  are  of 
an  orange  shade,  spotted  maroon  and  are  borne  on  stout  stems.  The  bulbs 
are  rather  loosely  scaled  and  should  be  planted  about  5  inches  deep  on  their 
sides  to  prevent  the  moisture  from  secreting  in  the  scales.  Takes  kindly  to 
lime.     Base  rooting.    Height  5  feet.     June-July. 


HUMBOLDTI  BLOOMERIANUM  (B) 

A  miniature  humboldti.  Like  the  preceding  in  color  and  habit  but  a 
smaller  bulb  and  shorter  stem.  Plant  bulbs  in  same  way  about  4  inches 
deep.     Also  takes  kindly  to  lime.     Height  3  to  4  feet.     June-July. 


JAPONICUM  ALEXANDRAE  (A) 

A  very  rare  form,  considered  by  some  authorities  to  be  a  variety  of 
Lilium  longiflorum.  It  is  of  dwarf  growth  with  flowers  as  large  as  Lilium 
auratum,  pure  white,  with  a  shading  of  green  gold  at  the  base,  widely  ex- 
panded and  of  great  substance,  exquisitely  beautiful  with  a  fragrant  perfume. 
The  bulbs  are  scarce  but  there  are  indications  of  a  plentiful  supply  in  time. 
Would  recommend  potting  on  arrival  of  bulbs.  Plant  8  inches  deep.  Stem 
rooting.    Height  2  feet.    June-July. 
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JAPONICUM   (Krameri)    {A) 

One  of  the  few  pink  Lilies.  It  has  not  the  robust  constitution  of  some  of 
its  neighbors,  but  if  care  is  taken  in  its  cultivation,  the  grower  will  be  well 
repaid.  The  bulbs  should  be  planted  about  8  inches  deep  in  peaty  loam  and 
thrive  among  low  growing  Azaleas  and  Kalmias.  Usually  two,  and  as  many 
as  five  beautiful  pale  pink  funnel-shaped  flowers  appear  on  slender  stems. 
Much  success  is  derived  from  potting  up  the  bulbs  and  plunging  them  later. 
A  beautiful  Lily  and  well  worth  trying.  Stem  rooting.  Height  3  to  4  feet. 
June-July. 

KELLOGGI  (©) 

Another  Lily  that  prefers  a  moist  peat  with  a  mixture  of  sand  with  per- 
fect drainage.  As  in  Lilium  humboldti,  the  bulbs  should  be  planted  on  their 
sides  about  5  inches  deep.  Prefers  protection  from  hot  winds.  The  flowers 
are  very  fragrant  and  are  purplish-pink  in  color,  borne  on  slender  stems. 
Base  rooting.     Height  3  to  4  feet.     July. 


KRAMERI.      See  Jafanicum 

LEICHTLINI  {A) 

Another  beautiful  Japanese  Lily,  with  slender  stems  and  long,  narrow 
leaves.  The  flowers  are  like  Lilium  tigrinum  in  shape,  but  the  color  is  pale 
yellow  with  purple  spots.  Should  have  the  protection  of  low  growing  shrubs 
and  thrives  best  in  sandy  peat  without  lime.  They  are  stem  rooting  and 
the  base  roots  sometime  travel  underground  for  6  to  10  inches.  The  bulbs 
are  small  but  should  be  planted  about  6  inches  deep.  Height  3  to  4  feet. 
July-Aug. 

LEICHTLINI  RED.      See  Maximowiczi 
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LONGIFLORUM  MULTIFLORUM  {A) 

This  beautiful  pure  white  Lily  is  similar  to  the  Easter  Lily  of  commerce 
and  is  an  acquisition  to  every  garden.  Endures  a  limestone  soil  and  when 
established  it  will  form  bulblets  that  will  bloom  the  succeeding  year.  Although 
not  as  tall,  it  is  a  fine  Lily  to  follow  Lilium  candidum  in  succession  of  bloom. 
Stem  rooting.     Plant  8  inches  deep.     Height  3  feet.    July. 


LO  Vv\.      See  Bakerianum 

MARHAN  (A) 

A  hybrid  between  Lilium  Martagon  album  and  Lilium  hansoni,  with  the 
habit  and  shape  of  the  former  and  the  characteristic  thick  petals  of  hansoni. 
The  color  is  orange  with  red-brown  spots  and  streaks.  A  vigorous  grower; 
will  endure  lime;  stem  rooting.  Plant  8  inches  deep.  Height  4  to  5  feet. 
June-July. 

H.  J.  Elwes  (A).     A  large  form  of  the  above  with  orange-colored  flowers, 
tinged  purple-brown,  outside  flesh  color. 

Miss  E.  Willmott  (A).    A  robust  form  of  Lilium  Marhan  with  orange  flowers 
tinged  carmine  with  purple  spots. 


MARITIMUM  (C) 

A  very  rare  Lily  requiring  the  utmost  care  in  selecting  and  preparing  a 
proper  home,  but  well  worth  the  trouble.  This  Lily  requires  a  moist  or  bog 
situation  in  partial  shade  and  where  the  bulbs  may  rest  fairly  dry  in  a  tuft 
but  where  the  roots  should  find  their  way  to  water.  .The  flowers  are  numer- 
ous and  bell-shaped  of  the  deepest  crimson  and  only  lightly  dotted.  Does 
not  like  lime.     Base  rooting.     Plant  4  inches  deep.     Height  3  feet.     July. 
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THE  MARTAGON  LILIES 

"The  Martagon  group  stand  alone  in  their  peculiarities.  They  are  re- 
markable for  their  whorls  of  broad  dark-pointed  foliage,  for  the  peculiar 
mode  in  which  the  flower  spike  ascends,  bearing  a  nodding,  compact  raceme 
of  flower  buds  hanging  downward  which,  as  the  spike  elongates,  gradually 
unfold  and  turn  upwards,  one  by  one,  till  the  branching  spike  is  symmetri- 
cally upright  (I  have  never  seen  this  peculiarity  in  any  other  group,  but  it 
is  the  normal  proceeding  in  the  true  Martagon);  lastly,  in  the  short,  but  very 
thick  fleshy  petals  of  the  perianth." — Dr.  Wallace. 


MARTAGON  (Turkacap  Lily)    {A) 

A  very  old  Lily  to  be  found  in  many  old  English  gardens.  It  is  a  most 
valuable  variety,  growing  equally  well  in  partial  shade  as  in  sun  and  takes 
kindly  to  lime.  When  well  established  they  will  rival  Henryi  in  growth  and 
will  bear  as  many  as  thirty  purple  wax-like  flowers.  It  is  base  rooting  and 
should  be  planted  only  4  inches  deep.    Height  4  to  5  feet.    June. 

Album  {JVhite  Turkscap  Lily)  (A).  A  most  beautiful  variety  of  above, 
bearing  numerous  clusters  of  waxy-white  flowers.  A  most  excellent  Lily 
planted  among  ferns  in  partial  shade.  Base  rooting.  Plant  4  inches  deep. 
Height  4  to  5  feet.    June. 

Dalmaticum  (A).*  One  of  the  most  handsome  and  notable  Lilies  in  cultiva- 
tion, even  stronger  growing  than  the  type,  bearing  fine  spikes  with  numerous 
recurving  bell-shaped  flowers  of  glossy  purple.  Base  rooting.  Plant  5 
inches  deep.    Height  5  to  6  feet.    June-July. 

Dalmaticum  catanae  (A).*  A  beautiful  and  remarkable  form  of  Dalmaticum, 
with  flowers  of  the  deepest  glossy  crimson,  sometimes  nearly  black.  Base 
rooting.    Plant  4  inches  deep.    Height  4  to  5  feet.    June-July. 

*The  bulbs  of  both  the  true  Dalmaticum  and  Dalmaticum  catanae  are  extremely  scarce  and 
delivery  cannot  be  guaranteed. 
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MAXIMOWICZI  (Red  Leicklini)  {A) 

A  fine  Lily  of  slender  and  graceful  growth,  bearing  six  to  eight  flowers 
of  a  vivid  orange-red  color,  with  dark  spots.  An  easy  grower  but  abhors 
lime.  They  are  stem  rooting  and  should  be  planted  8  inches  deep.  Height 
4  feet.     September. 

L.  MEDEOLOIDES  (A) 

A  very  interesting  Lily  called  the  "Wheel  Lily"  because  of  the  way  the 
foliage  grows  on  the  stem  in  the  form  of  a  wheel.  The  flowers  are  of  the 
Martagon  shape,  not  more  than  three  or  four  to  a  stem.  The  color  is  scarlet 
with  apricot  shadings  and  sometimes  come  spotted  black.  A  gem  for  rock 
gardens.  Grows  about  18  inches  high.  Stem  rooting.  Will  not  take  kindly 
to  lime.    Plant  about  6  inches  deep.    June.    This  variety  makes  a  small  bulb. 


MRS.  R   O.   BACKHOUSE.      See  Backhouse  Hyhrids 

MONADELPHUM  SZOVITZIANUM  (Colckicum)  (A) 

This  wonderful  Lily  from  the  Southern  Caucasus  is  one  of  the  most 
beautiful  in  cultivation  and  one  of  the  easiest  to  grow,  and  when  well  estab- 
lished will  reach  a  height  of  five  to  six  feet,  its  stout  stems  bearing  as  many 
as  thirty  drooping  fragrant  flowers  in  color  a  deep  straw  spotted  black.  They 
take  kindly  to  limestone  soil,  are  base  rooting  and  should  be  planted  about 
5  inches  deep.  Do  not  be  discouraged  by  their  showing  the  first  season  after 
planting  as  they  have  a  habit  of  barely  showing  above  the  ground.     June. 

MYRIOPHYLLUM.     See  Regale 

NEILGHERRENSE  (D) 

A  magnificent  Lily  coming  from  the  Nilghiri  Hills  in  Southern  India, 
preferring  a  warm,  moist,  sheltered  position.  Has  long,  fragrant,  trumpet- 
shaped  flowers,  creamy-white  without  and  flushed  yellow  within.  A  most 
graceful  and  beautiful  variety.  Not  being  altogether  hardy  in  the  vicinity  of 
New  York,  the  bulbs  should  be  potted,  kept  in  coldframe  in  Winter  and  plunged 
in  open  ground  in  Spring.  Stem  rooting.  Plant  9  inches  deep.  3  to  4  leet 
in  height.     August. 
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Yet,  the  great  ocean  hath  no  tone  of  power 
Mightier  to  reach  the  soil,  in  thought's  hushed  home 
Than  yqurs,  ye  Lilies!  chosen  thus  and  graced! 

—Mrs  Hemans'  Sonnet,  "The  Lilies  of  the  Field." 


NEPALENSE.      See   Ockraceum 

OCHRACEUM    (Formerly   called  Nepalense)   (D) 

A  rare  and  magnificent  Lily  coming  from  Upper  Burma.  It  is  most 
striking  in  coloring  and  entirely  distinct  from  any  other  variety.  The  flowers 
recurve  like  Lilium  Martagon,  and  the  coloring  is  most  effective,  being  green- 
ish gold  outside  with  the  inside  a  deep  purple  wine-color  in  center  with  the 
tips  of  petals  greenish  gold.  This  wonderful  Lily  is  not  hardy  and  should 
be  grown  in  pots,  plunged  in  ground  in  Summer,  and  kept  in  a  cool  cellar 
or  coldframe  in  Winter.  Stem  rooting;  should  be  planted  deeply  in  pot. 
The  bulbs  are  collected  in  Burma,  but  the  time  of  arrival  is  indefinite.  Lime 
enduring.  Height  4  ft.  Aug.-Sept.  The  photo  for  the  accompanying  colored 
plate  on  page  53  was  taken  on  the  estate  of  Mr.  T.  A.  Havemeyer  of  Brook- 
ville,  L.  I.,  N.  Y.,  in  September  from  bulbs  that  had  been  supplied  by  us  on 
their  arrival  from  Burma  in  early  June. 

PARDALINUM    (Pantker  Lily)    (A) 

A  most  magnificent  Californian  Lily,  bearing  12  to  20  strongly  recurved 
flowers  on  stems  4  to  6  feet  high.  The  color  is  bright  orange,  spotted  with 
dark  crimson.  Commonly  supposed  to  be  a  peat-loving  Lily,  it  will  grow 
well  in  good  loam.  An  excellent  variety  for  thin  woodlands  although  thriving 
equally  as  well  in  full  sunshine.  Although  moisture-loving,  it  appears  to 
thrive  almost  any  place  where  lime  is  not  too  prevalent.  We  cannot  too 
strongly  recommend  this  splendid  Lily.     Base  rooting,  plant  5  inches  deep. 

July- 
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I..  Maximowiczi 


L.    MONADELPHUM 


L.   Ot/HR.U  I  I   M 


I..  Pardalinum 
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PARRYI  (B) 

This  variety,  like  many  of  the  Californian  Lilies,  is  not  so' easily  culti- 
vated, but  if  success  is  attained  one  is  amply  repaid  for  the  trouble.  Carl 
Purdy  says:  "It  is  a  native  of  the  high  mountains  of  Southern  California 
and  of  Arizona  where,  at  6000  feet,  it  grows  exactly  under  the  same  condi- 
tions as  L.  parvum  as  found  further  north;  at  the  higher  altitudes  it  is  a  dwarfed 
plant;  there  it  is  in  a  granite  sand  mixed  with  leafmold  in  moist  flats  or 
along  the  cold  streams.  Lower  down  it  is  confined  to  the  banks  of  large  streams 
in  rich,  moist  flats,  where  it  develops  into  a  noble  plant  5  or  6  feet  high  with 
many  flowers."  The  bulbs  should  be  planted  in  a  clearance  in  shrubbery, 
protected  from  the  hot  winds  and  among  a  low  growing  ground  cover  in 
leafy  loam,  where  the  roots  can  find  sufficient  moisture,  although  the  bulbs 
should  rest  in  gravelly  soil.  When  well  established,  the  stout  stems  bear 
from  10  to  25  lemon-yellow,  sweetly  fragrant  flowers.  Is  not  lime  loving. 
Base  rooting.     Plant  5  inches  deep.     4  to  6  feet.    July. 


PARVUM  (C) 

A  charming  little  Lily  from  the  Sierra  Nevada  mountains,  California. 
Its  constitution  is  not  very  strong  and  it  prefers  a  moist  but  well  drained 
peaty  soil  in  partial  shelter  from  sun  and  wind.  Under  favorable  treatment 
it  grows  from  5  to  6  feet  in  height,  with  many  small  bell-shaped  flowers. 
The  color  is  reddish-orange,  shading  to  orange  at  the  center,  with  crimson 
tips  at  points  of  petals.  Base  rooting.  Appears  to  take  kindly  to  lime. 
Plant  4  inches  deep.     July.     This  variety  makes  a  small  bulb. 


PARVUM  LUTEUM  (C) 

An  even  taller  variety  of  the  above,  with  clear  yellow  flowers. 


56  CONSIDER     THE     LILIES 


We  are  Lilies  fair 
The  flower  of  virgin  light; 
Nature  held  us  forth  and  said: 
'Go  my  thought  of  white." 

— Leigh  Hunt 

("Songs  and  Chorus  of  the  Flowers — Lilies.") 


PHILADELPHICUM  {A) 

An  interesting  native  Lily  of  slender  growth  but  perfectly  hardy  and  of 
easy  cultivation,  growing  to  a  height  of  2  to  3  feet.  It  produces  an  umbel  of 
three  to  four  erect  cup-shaped  flowers  of  orange  shading  to  scarlet  at  tips. 
A  good  variety  for  naturalizing  and  does  well  in  shade,  but  thrives  equally 
as  well  in  full  sunshine  if  given  a  ground  cover.  Base  rooting.  Plant  5  inches 
deep.     July. 

PHILIPPINENSE  FORMOSANUM  {A) 

A  distinct  Lily  of  refined  and  graceful  appearance,  with  long,  grassy 
foliage  and  exquisitely  shaped  long  wide-mouthed  trumpet  flowers  of  the 
purest  white,  slightly  colored  externally  with  reddish-brown.  This  outside 
coloration  fades  as  the  flower  matures.  It  is  very  fragrant,  most  elegant 
and  graceful.  The  slender  stem  and  grass-like  foliage,  with  the  long,  drooping 
bud,  give  a  distinction  possessed  by  no  other  Lily.  We  cannot  recommend 
this  Lily  too  highly.  Stem  rooting.  Plant  8  inches  deep.  Height  3  to  4 
feet.    July. 

POMPONIUM  (A) 

A  brilliant  red  Turkscap  Lily,  a  native  of  northern  Italy  responding 
to  cultivation,  when  it  will  reach  a  height  of  over  4  feet  and  bearing  10  or 
12  scarlet  wax-like  flowers.  Takes  kindly  to  limestone  in  full  exposure  to 
sun.  This  variety  is  well  worth  a  place  in  any  garden.  Base  rooting.  Plant 
5  inches  deep.     Height  3  to  4  feet.     June. 
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L.  Parvum 


L.  Philadelphicum 


L.  Phiuppinense  Formosi  m 


L.    POMPONIUM 
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PYRENAICUM  {A) 

The  yellow  Turkscap  Lily,  similar  in  shape  to  Lilium  pomponium  but 
much  smaller;  another  Lily  of  easy  cultivation  with  many  small  yellow 
flowers  with  greenish-brown  spots.  Makes  a  large  bulb.  Base  rooting. 
Plant  5  inches  deep.     Height  2  to  3  feet.     October. 


PYRENAICUM  RUBRUM  {A) 

A  form  of  the  above  with  orange-scarlet  flowers,  spotted  maroon. 

REGALE    (MyriopLyllum)    (A) 

This  wonderful  Lily  from  China,  Tibet,  is  without  doubt,  one  of  the 
finest  of  all  Lilies  and  should  find  a  place  in  every  garden  as  it  is  most  vig- 
orous in  growth,  being  perfectly  hardy  and  thriving  best  in  rich,  leafy  loam. 

In  his  book,  "The  Lilies  of  Eastern  Asia,"  E.  H.  Wilson  says:  'This 
Lily  has  a  surprisingly  limited  distribution,  being  confined  to  about  fifty 
miles  of  the  narrow  semi-arid  valley  of  the  Min  River  in  extreme  western 
Szech'uan,  between  2500  and  6000  feet  altitude — a  region  where  the  Sum- 
mers are  hot  and  the  Winters  severely  cold,  and  where  strong  winds  prevail 
at  all  seasons  of  the  year.  I  never  saw  it  wild  outside  of  this  valley,  which 
is  walled  in  by  steep  mountain  slopes  culminating  in  perpetual  snows.  There 
it  grows  in  great  plenty,  among  grasses  and  low  shrubs  and  in  niches  on  the 
bare  cliffs.  From  the  last  week  in  May  till  the  first  in  July,  according  to 
altitude,  the  blossoms  of  this  Lily  transform  a  desolate  lonely  region  into  a 
veritable  garden  of  beauty.  Its  fragrance  fills  the  air  and  'tis  good  to  travel 
there  when  the  Regal  Lily  is  in  bloom,  though  the  path  is  hard  and  dangerous, 
as  personal  experience  and  notices  in  Chinese  characters  carved  in  the  rocks, 
urging  all  not  to  loiter  save  beneath  the  shelter  of  the  high  cliffs,  testify." 

The  flower  stems  are  slender  and  flexible  but  tense  as  steel  and  from 
3  to  5  feet  tall,  covered  with  dense  narrow  foliage  and  crowned  with  a  pro- 
fusion of  funnel-shaped  blooms,  the  outside  of  which  are  streaked  brown  and 
shading  off  to  pink.  The  inside  is  flushed  yellow  in  center,  shading  off  to 
pure  white  at  the  outer  edge.  Is  lime  enduring.  Stem  rooting.  Should  be 
planted  9  inches  deep.     July. 
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ROEZLI  (C) 

A  rare  Lily  from  California,  not  of  easy  cultivation,  but  if  instructions 
in  Class  C  are  followed  carefully  the  grower  should  meet  with  success.  They 
should  be  massed  to  give  support  to  the  slender  stems.  The  color  is  a  clear, 
brilliant  orange,  dotted  maroon.  Base  rooting.  Plant  5  inches  deep.  3  feet 
in  height.     June-July. 


ROEZLI  CRIMSON  (C) 

Similar  in  habit  to  the  former,  but  the  flowers  are  a  deep  blood-red, 
lightly  dotted  maroon.    The  foliage  is  long  and  very  slender. 


RUBELLUM  (B) 

A  handsome  Lily  coming  from  Japan  and  one  of  the  few  of  the  rose  shades. 
To  get  the  best  results  from  this  beautiful  little  Lily,  it  should  be  planted 
in  gravelly  soil  and  under  shade  and  protection  of  a  deciduous  shrub.  It  is 
found  in  the  island  of  Nippon  where  it  grows  in  half  shady  places  under  trees 
and  shrubs.  Do  not  expect  great  results  from  this  Lily  the  first  year,  but 
after  it  becomes  established  the  grower  will  be  well  repaid  for  any  extra  care 
involved  trying  to  produce  natural  results.  The  color  is  rose-pink  shading  to 
light  pink  with  bright  yellow  anthers;  stem  rooting.  Excellent  for  rock 
gardens.    Plant  6  inches  deep.    Height  \}4  feet.    June. 

RUBESCENS  (B) 

A  beautiful  and  distinct  Lily  allied  to  Lilium  washingtonianum,  having 
tall,  slender  stalks  and  exquisitely  fragrant  flowers  of  tubular  shape.  In 
opening  they  are  white,  dotted  purple,  but  change  to  deeper  purple.  Must 
have  perfect  drainage.  Base  rooting.  Plant  5  inches  deep.  Height  3  to  5 
feet.     June-July. 
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L.  Pyrenaicum 


L.  Regale 


L.  Roezli 


L.  Ri  belli:: 
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SARGENTIAE  (A) 

This  magnificent  introduction  from  China  is  in  the  front  rank  of  hardy 
Lilies  and  a  good  successor  to  Lilium  regale,  flowering  about  two  to  three 
weeks  later.  The  flowers  are  long  and  funnel-shaped,  milk-white  internally 
with  a  golden  yellow  throat  and  externally  a  deep  reddish-brown.  It  is  very 
floriferous,  strong  growing  and  delightfully  fragrant.  Stem  rooting.  Plant 
9  inches  deep.    Height  3  to  5  feet.     July-August. 

SCEPTER.     See  Backhouse  Hyhrias 
SCOVITZIANUM.      See  Monadelfium 

SPECIOSUM  {A) 

This  beautiful  Lily  is  deservedly  one  of  the  greatest  favorites  and  ranks 
with  the  Auratum  in  popularity.  It  will  reproduce  itself  where  the  Auratum 
fails  and  is  undoubtedly  the  most  satisfactory  of  all  the  Japanese  Lilies. 
They  will  endure  lime  but  thrive  best  without  it.  The  bulbs  should  be  planted 
about  10  inches  deep.  A  good,  rich  topsoil  should  be  used  to  encourage  the 
stem  roots,  thereby  throwing  strength  into  the  flower  stems.  Height  3  to 
4  feet.  Aug.-Sept.  Stem  rooting.  We  receive  large  importations  of  these 
bulbs  from  Japan  in  November,  which  is  often  too  late  for  planting  in  this 
vicinity  unless  a  heavy  mulching  is  used  to  keep  the  ground  open.  We  have 
a  limited  supply  of  home  grown  bulbs  to  meet  the  demand  for  Fall  planting 
and  expect  to  grow  large  quantities  in  future  for  that  purpose.  The  imported 
bulbs  are  immediately  placed  in  cold  storage  for  early  Spring  planting  and 
these  would  naturally  bloom  well  into  October  the  first  year. 
Album  (A).     A  pure  white  variety  with  a  shading  of  green  through  the  base 

center  of  each  petal.     Yellow  anthers.     A  good  grower  but  not  possessing 

the  vigor  and  sturdiness  of  the  Rubrum  type.     Height  3  to  4  feet. 
Rubrum  magnjficum  (A).     A  vigorous  variety.    The  color  is  a  rich  carmine 

on  white  ground  with  crimson  spots.     Height  4  to  5  feet. 
Rubrum  melpomene   (A).     Similar  in  growth  to  the  preceding  but  much 

darker  and  showing  a  shading  of  green  through  the  center  at  the  base  of 

each  petal.    Height  4  to  5  feet. 

COLD  STORAGE  L.  SPECIOSUM 

Bulbs  from  cold  storage  can  be  supplied,  for  greenhouse  forcing,  at  all 
times.    See  page  77  for  method  of  culture. 
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SULPHUREUM  (D) 

A  beautiful  species  from  Upper  Burma  which,  although  not  considered 
hardy  around  New  York,  has  wintered  successfully  in  Vermont,  where  it 
received  the  protection  of  a  deep  covering  of  snow.  The  flowers  are  funnel- 
shaped,  large  and  fragrant.  The  color  inside  is  pale  sulphur-yellow,  deep- 
ening at  the  throat.  The  outside  is  streaked  and  shaded  claret-red.  The 
photograph  for  the  accompanying  colored  plate  on  page  65  was  taken  on 
the  estate  of  Mr.  T.  A.  Havemeyer  at  Brookville,  L.  I.,  N.  Y.,  and  bloomed 
in  pots  in  September  from  bulbs  supplied  by  us  that  had  just  arrived  from 
Burma  in  early  June.  We  would  consider  the  best  way  to  treat  this  wonder- 
ful Lily  is  to  pot  up  the  bulbs  and  keep  them  in  a  cool  cellar  or  coldframe 
during  Winter  and  plunge  the  pots  in  the  garden  in  Spring.  Stem  rooting. 
Plant  about  10  inches  deep  in  open,  or  plant  half  way  down  in  large  pot, 
adding  soil  as  the  roots  sprout  from  stem.  Will  stand  lime  soil.  Height  6 
to  7  feet.     September. 

SULPHUR-GALE  {A) 

A  cross  between  Sulphureum  and  Regale,  with  the  long  funnel-shaped 
flowers  of  the  former  but  with  less  yellow  and  with  the  hardiness  of  the  lat- 
ter. Takes  kindly  to  lime.  Stem  rooting.  Plant  9  inches  deep.  Height 
4  to  5  feet.     August. 

SUPERBUM  (B) 

One  of  the  most  satisfactory  of  our  woodland  Lilies,  although  thriving 
equally  as  well  in  the  open,  providing  there  is  sufficient  ground  cover.  When 
well  established,  this  stately  Lily  will  rise  to  a  height  of  8  feet  and  will  carry 
12  to  20  flowers  on  a  stem.  The  color  varies  from  orange  to  crimson-orange, 
and  it  is  frequently  spotted.  Detests  lime.  Base  rooting.  Plant  5  inches 
deep  in  moist,  peaty  soil.     Height  5  to  6  feet.     August. 


L.  SUTCHUENENSE.    See  Davidi 

L.   SUTTON   COURT.      See  Backhouse  Hybrids 
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L.  Sargen  riAE 


L.  Speciosim  Album 


I  .  Speciosum  Rubrum  \1  \c.m 


I..    SULPHUREUM 
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/  wish  I  were  a  Lily's  leaf 

To  fade  upon  that  bosom  warm, 

Content  to  wither,  pale  and  brief, 
The  trophy  of  thy  paler  form. 

DlONYSIUS 


TENUIFOLIUM 

A  narrow-leaved,  slender  growing  and  most  attractive  little  Lily  from 
Siberia,  growing  on  an  average  of  18  inches  high  and  never  more  than  24 
inches,  with  numerous  deep  scarlet,  waxen,  recurved  flowers  on  wiry  stems 
covered  with  long,  narrow  foliage. 

This  interesting  species  is  easy  of  culture  but  is  liable  to  deteriorate 
after  its  third  flowering  season.  This  may  be  prolonged  by  pinching  off  the 
spent  flowers  and  thereby  preventing  it  from  seeding.  The  average  gardener 
may  raise  this  easily  from  seed  and  thereby  perpetuate  their  position  in  the 
garden.  One  of  the  most  attractive  Lilies  for  rock  gardens  and  will  also 
thrive  in  partial  shade  or  in  a  clearance  in  the  woods.  Will  stand  lime.  The 
bulbs  are  small  and  scaleless  and  not  unlike  a  Parrot  Tulip  in  shape.  Stem 
rooting.     Plant  about  6  inches  deep.     Height  18  to  24  inches.    June. 


TENUIFOLIUM  GOLDEN  GLEAM 

A  beautiful  hybrid  produced  through  a  cross  between  Lilium  tenuifolium 
and  Lilium  Martagon  album,  and  through  many  years  of  selection  has  re- 
sulted in  a  more  robust  form  of  the  former  with  flowers  of  a  delightful  golden- 
apricot  shade. 

Although  the  bulbs  will  last  longer  than  Lilium  tenuifolium,  the  same 
method  of  culture  may  be  used.  They  are  small  and  similar  in  appearance 
to  Lilium  tenuifolium.  Stem  rooting  and  does  not  object  to  lime.  Plant 
6  inches  deep.    Height  18  to  24  inches.    June. 
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TESTACEUM    (Excelsum   or  Nankeen  Lily)   {A) 

This  is  one  of  the  choicest  of  all  Lilies  and  should  be  included  in  every 
collection.  It  is  supposed  to  be  a  cross  between  Lilium  candidum  and 
Lilium  chalcedonicum,  bearing  the  elegance  of  the  latter  while  retaining  the 
fragrance  of  the  former.  The  flowers  are  of  a  true  nankeen  yellow  or  dark 
apricot  with  orange-yellow  anthers.  The  coloring  is  effectively  produced  in 
planting  against  a  green  background  of  shrubbery  or  tall  Delphiniums.  Base 
rooting.  Is  lime  enduring  and  should  be  given  the  same  treatment  as  Lilium 
candidum,  covering  the  bulbs  with  only  about  two  inches  of  soil.  The 
best  results  may  be  obtained  by  planting  in  rich  loam  among  a  low  ground 
cover  to  protect  its  roots  from  the  sun.  (Lilium  candidum  makes  its  own 
ground  cover.)  By  this  method  they  will  eventually  attain  a  height  of  6 
feet.     June-July. 

L.  THUNBERGIANUM.     See  L.   eJegans 


TIGRINUM  SPLENDENS  (The  Tiger  Lily)  {A) 

Tigrinum  is  one  of  the  oldest  and  best  known  of  all  Lilies.  Is  lime  en- 
during and  may  be  found  in  all  old  gardens  and  is  familiar  to  all.  The  easiest 
Lily  to  grow  and  stock  may  be  increased  by  planting  the  bulbils  that  form 
in  the  axils  of  the  leaves.  Avoid  drought  by  planting  with  a  ground  cover. 
The  flowers  are  orange-red  in  color  and  spotted  purple  on  reflexed  petals 
and  the  latest  to  bloom.  This  variety  is  an  improved  and  more  robust  form 
of  the  type.    Stem  rooting.    Plant  9  inches  deep.    Height  4  to  5  feet.     Sept. 


TIGRINUM    FLORE   PLENO    (The   Double   Tiger   Lily)    {A) 

This  is  the  only  Lily  that  we  have  in  a  real  double  form.  The  same 
color  and  characteristics  as  the  former  and  should  be  given  the  same 
treatment. 
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Lilium  Tigrinum  Flore  Pleno 
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UMBELLATUM  {A) 

An  early  flowering  group  of  hybrids  from  Lilium  davuricum  with  large 
umbellate  heads  of  flowers  with  shadings  of  yellow,  orange  and  crimson. 
They  are  easy  of  cultivation  and  take  kindly  to  limestone.  Stem  rooting. 
Should  be  planted  8  inches  deep.  The  bulbs  of  this  species  are  usually  large. 
Height  2  to  iy2  feet.     June. 

Golden  Fleece.  A  beautiful  and  distinct  novelty  with  umbellate  heads 
of  clear,  golden-yellow  flowers  with  light  scarlet  on  the  tips  of  petals.  The 
color  is  very  effective  and  striking.  It  has  a  strong  constitution  and  grows 
about  lyi  feet  high. 

Grandiflorum.  This  variety  has  very  large  heads  of  light  orange-red 
flowers  and  is  very  free  flowering.     Height  2  feet. 

Mixed.     All  shadings  of  dark  yellow,  orange  and  crimson.    2  feet. 


WALLACEI  {A) 

A  charming  Japanese  Lily  of  the  elegans  type  but  growing  taller  and 
blooming  much  later.  The  flowers  are  of  a  rosy-apricot  shade  with  dark  spots. 
Thrives  best  in  a  sunny  spot  among  dwarf  shrubs  and  loves  moisture.  Stem 
rooting.     Plant  9  inches  deep.     Height  2^2  feet.     August. 


WALLICHIANUM  (D) 

This  tender  Lily  comes  from  the  warm,  moist  valleys  of  the  Central 
Himalayas.  Bears  long  funnel-shaped  fragrant  flowers  with  a  wide  mouth. 
The  color  is  white,  tinged  green  on  the  outside,  and  has  slender,  narrow 
foliage.  A  good  variety  for  the  South.  The  time  of  arrival  of  these  bulbs  is 
rather  indefinite.  Base  rooting.  Plant  5  inches  deep.  Height  4  to  6  feet. 
August-September. 
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WASHINGTONIANUM  (B) 

A  magnificent  Lily  from  California,  with  large  reflexed  flowers  vary- 
ing in  color  from  a  light  to  a  rich  wine-color  with  deeper  spots  or  blotches. 
As  this  beautiful  Lily  requires  a  moist  but  well-drained  situation,  it  should 
be  planted  in  partial  shade  in  gravel  with  a  good  mixture  of  leafmold.  Plant 
about  12  inches  deep  and  mulch  with  leaves.  As  this  is  a  loose  scaled  bulb 
it  is  sometimes  advisable  to  plant  on  its  side  to  prevent  moisture  from  secret- 
ing in  the  scales  until  it  is  well  established.  Will  endure  lime.  Base  rooting. 
Height  3  to  5  feet.     June-July. 

WHITE  KNIGHT  {A) 

A  new  Lily  of  great  promise,  raised  by  crossing  L.  testaceum  with  its 
parent  L.  candidum.  Flowers  of  pure  glistening  white  with  golden  anthers 
borne  on  tall  and  stately  stems.  A  wonderful  Lily  combining  the  stateliness 
of  L.  testaceum  with  the  purity  of  the  Madonna  Lily.  This  new  hybrid  is 
virtually  a  pure  white  Testaceum.  Base  rooting.  Plant  shallow.  Height 
3  to  4  feet.    June-July. 

WILLMOTTIAE  {A) 

One  of  the  finest  of  garden  Lilies,  although  little  known  and  not  mentioned 
in  the  older  books  on  Lilies  except  by  Mr.  A.  Grove,  who  calls  it  Lilium 
sutchenense;  but  Professor  Wilson  of  the  Arnold  Arboretum  gives  a  full  his- 
tory of  this  interesting  Lily  in  his  recent  book,  "The  Lilies  of  Eastern  Asia." 
It  is  exceedingly  attractive  in  its  graceful  habit,  slender  foliage  and  heads 
of  orange-red  flowers  with  recurved  petals.  A  strong  growth  is  produced 
from  small  bulbs  that  will  produce  from  15  to  20  blooms  on  stems  3  to  4  feet, 
and  in  time  may  reach  a  height  of  6  feet,  bearing  as  many  as  30  to  50  blooms. 
The  flowers  are  so  numerous  on  the  slender  stems  that  it  requires  staking. 
Does  not  take  kindly  to  lime.  Stem  rooting.  Plant  8  inches  deep.  July- 
August. 
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GROUND  COVERS  FOR  LILIES 

As  ground  covers  are  necessary  for  the  successful  growth  of  most  Lilies, 
except  in  the  case  of  L.  candidum,  which  makes  its  own  ground  cover,  there 
are  many  plants  and  shrubs  that  are  suitable  for  that  purpose. 

Anchusa  myosotidiflora  as  a  Ground  Cover 
Anchusa  myosotidiflora  is  one  of  the  most  suitable  plants  for  this  pur- 
pose, as  its  large  Hollyhock-like  leaves  spread  out  from  the  main  plant, 
affording  an  excellent  ground  cover.  This  plant  grows  only  about  12  inches 
high  and  is  suitable  for  the  dwarfer  varieties  of  Lilies.  Its  striking  opulescent 
blue  flowers  are  spent  before  the  Lilies  show  their  buds. 

Many  other  herbaceous  plants  are  available  as  ground  covers,  including 
Achillea  filipendulina,  the  fern-leaved  Yarrow;  Eryngium  alpinum,  the  Sea 
Holly;  Campanula  carpatica,  the  Harebell  with  its  broad  leaves;  Heuchera 
sanguinea,  or  Coral  Bells;  Funkia  subcordata,  with  large  heart-shaped,  glossy 
foliage;  Hemerocallis  middendorfi,  with  dwarf,  spreading,  grass-like  foliage; 
Mertensia  virginica,  the  early  flowering  Bluebell;  Saxifraga  cordifolia,  with 
its  large  heart-shaped  leaves;  Sedum  spectabile,  the  late  blooming  pink  Stone- 
crop,  with  beautiful  glaucous-blue  leaves.  Then  there  is  Talictrum  adianti- 
folium  and  T.  aquiligaefolium,  with  ornamental,  fern-like  foliage  and  with 
their  tall,  graceful  spikes  of  white  flowers  acting  as  good  companions  to 
Lilies.  Then,  again,  there  is  the  Tradescantia  virginica  and  also  the  dwarfer 
varieties  of  Veronicas  like  V.  incana  and  V.  gentianoides. 

SHRUBS  AS  GROUND  COVERS 

Shrubs  may  be  used  to  advantage  if  not  planted  too  closely,  and  the 
following  are  recommended:  Abelia  rupestris;  Andromeda  floribunda;  Azalea 
amoena  and  A.  hinodegeri;  Cotoneaster  horizontalis;  C.  perpusilla;  C.  micro- 
phylla,  and  C.  thymifolia;  Hypericum  densiflora  and  H.  moserianum; 
Leucothoe  catesbaei;  Potentilla  fruticosa;  Rhododendron  carolinianum  and 
R.  wilsonianum;  Sarcococca  humilis;  Viburnum  opulis  nanum  and  Zanthor- 
hiza  apiifolia. 

GRANULATED  PEAT  MOSS  AS  A  GROUND  COVER 

Where  low  plants  are  not  desired,  Granulated  Peat  Moss  makes  an  ex- 
cellent ground  cover.  By  protecting  the  stem  roots  from  the  hot  winds  it 
answers  the  same  purpose  as  plants.  It  has  also  the  added  quality  of  keep-, 
ing  the  surface  of  the  ground  cool  and  moist.  It  also  keeps  the  weeds  down. 
The  color  being  dark  brown,  it  really  adds  to  the  attractiveness  of  a  garden. 
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LILIES  FOR  ROCK  GARDENS 

In  thinking  of  rock  gardens  one  is  liable  to  have  in  mind  only  dwarf  and 
creeping  plants,  but  in  a  rockery  there  should  be  plants  that  should  throw 
up  good  flower  spikes  here  and  there  to  break  the  flatness  and  Yucca  fila- 
mentosa  is  sometimes  used  for  that  purpose.  Why  not  use  Lilies  in  such 
places  ?  If  it  is  necessary  to  confine  oneself  to  the  dwarfer  types,  then  the 
brilliant  gem  of  a  Lily,  L.  tenuifolium,  should  be  used,  and  also  its  companion, 
L.  tenuifolium  Golden  Gleam.  The  several  varieties  of  L.  elegans,  in  their 
dwarf,  compact  stature  and  varying  in  shades  from  yellow  to  orange  and  red, 
readily  adapt  themselves  to  this  purpose.  Then  we  have  the  varieties  of 
smaller  stature,  as  in  L.  concolor  and  L.  coridion,  and  also  in  the  beautiful 
pink  forms  of  L.  japonicum  (krameri),  and  L.  rubellum,  which  require  the 
perfect  drainage  that  is  to  be  found  in  any  good  rock  garden.  Even  such 
varieties  as  L.  batemanniae,  L.  canadense,  L.  croceum,  L.  pardalinum,  L. 
philadelphicum  and  L.  umbellatum  lend  themselves  to  this  purpose. 


LILIES  FOR  WOODLANDS  AND  PARTIAL  SHADE 

Many  Lilies  appear  to  best  advantage  when  naturalized  among  shrubs, 
in  a  clearance  in  woodlands,  or  on  the  verges  of  woods,  protected  from  cold 
winds,  and  where  there  is  just  sufficient  shade  to  develop  their  true  colors 
against  a  background  of  green  foliage.  The  bulbs  should  never  be  planted 
among  a  heavy  planting  of  shrubs  that  would  prevent  sufficient  light  and 
air  from  penetrating  the  young  growths. 

By  planting  among  shrubs  one  may  avoid  unsightly  stakes  in  supporting 
their  slender  stems. 

Taller  Varieties  for  Partial  Shade 
auratum  humboldti  magnificum         speciosum 

Batemanniae  Martagon  album  Superbum 

GlGANTEUM    HIMILAICUM  MoNADELPHUM  TlGRINUM 

Hans  oni  Pardalinum  Washingtonianum 

Henryi  Parryi  Willmottiae 

Dwarfer  Varieties  for  Partial  Shade 

Carolinianum  Davuricum  Philadelphicum 

columbianum  elegans  varieties  rubellum 

Croceum  Japonicum  (krameri)  Umbellatum 

Maritimum 


CONSIDER     THE     LILIES 


77 


LlLIUM  TlGRINUM  SPLENDENS    IN  WOODS 


78 


CONSIDER      THE      LILIES 


I. ilium  Humholuti  Magnificum   in  Woodland  Planting 


CONSIDER     THE     LILIES  79 


LILIES  FOR  POT  CULTURE 

Many  Lilies  may  be  grown  in  pots  for  Winter  blooming,  and  the  best 
varieties  to  use  for  that  purpose  are  Lilium  browni  odorum,  candidum, 
henryi,  longiflorum,  multiflorum  and  speciosum.  By  far  the  most  satisfac- 
tory is  the  speciosum.  The  stem  rooting  varieties  should  be  planted  well 
down  in  a  large  pot,  the  top  of  the  bulb  being  at  least  two  inches  below  the 
top  of  the  pot.  Plant  in  a  compost  of  fibrous  loam,  with  a  fair  proportion  of 
leafmold  and  sand.  Cover  the  top  of  the  bulb  with  pure  sand  and  fill  with 
sand  to  the  top  of  pot.  This  sand  should  be  kept  fairly  moist  to  encourage 
the  root  growth  on  stem.  Afterward  the  sand  should  be  replaced  with  a  top- 
dressing  of  rich  soil. 

Other  Lilies  that  are  not  altogether  hardy  may  be  potted  up  and  placed 
in  a  cool  cellar  or  coldframe  for  the  Winter  and  plunged  in  the  open  ground 
in  Spring.  These  varieties  include  Bakerianum,  Ochraceum  and  Sulphureum, 
although  the  latter,  is  quite  hardy  where  a  good  covering  of  snow  is  assured. 

The  bulbs  of  some  of  the  Japanese  varieties  arrive  here  from  Japan  too 
late  to  permit  planting  in  the  open  ground  before  freezing,  and  in  this  case 
they  may  be  potted  and  kept  in  a  cool  cellar  or  in  a  coldframe  where  root 
growth  will  be  in  action.  The  pots  in  Spring  should  then  be  full  of  roots, 
when  the  plants  may  be  knocked  out  of  the  pots  and  planted  in  the  open 
border. 

Lilies  may  be  brought  into  bloom  much  earlier  than  their  natural  season 
by  keeping  them  in  pots  in  a  warm  house  after  root  growth  is  well  started. 
They  may  afterwards  be  plunged  in  the  open  ground  when  danger  from 
freezing  is  over. 

COLD  STORAGE  LILY  BULBS 

When  Lily  bulbs  arrive  here  too  late  for  outdoor  planting,  we  place 
them  in  cold  storage,  packed  in  soil  or  peat.  These  are  taken  out  in  a  dormant 
condition  in  early  Spring  for  immediate  planting.  There  are  only  a  few  that 
are  suitable  for  that  purpose. 

Large  quantities  of  L.  speciosum  are  kept  in  cold  storage  for  Winter 
flowering  and  these  bulbs  are  usually  taken  out  and  potted  during  July  and 
August  to  produce  bloom  for  Christmas,  a  period  of  four  and  a-half  to  five 
months  being  required  at  that  time  of  year.  This  Lily  is  by  far  the  most 
satisfactory  for  this  purpose. 
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COMMON  NAMES  OF  LILIES 

PAGE 

American  Turkscap  Lily L.  superbum 62 

Annunciation  Lily L.  candidum 29 

Canadian  Lily L.  canadense 29 

Carolina  Lily L.  carolinianum 29 

Caucasian  Lily L.  monadelphum 49 

Coral  Lily L.  tenui/olium 65 

Dahurian  Lily L.  davuricum 34 

Golden-banded  Lily L.  auratum 22 

Hanson's  Lily L.  hansoni 38 

Heart  Leaved  Lily L.  cordifolium 33 

Kramer's  Lily L.  japonicum  {krameri) 42 

Leopard  Lily L.  pardalinum 50 

Madonna  Lily L.  candidum 29 

Meadow  Lily L.  canadense 29 

Mount  Hood  Lily L.  washingtonianum 70 

Nankeen  Lily L.  testaceum 66 

Nepaul  Lily L.  ochraceum  {Nepalense) 50 

Orange  Lily L.  croceum 33 

Oregon  Lily L.  columbianum 33 

Panther  Lily L.  pardalinum 50 

Phillippine  Lily L.  philippinense  jormosanum 54 

Red  Star  Lily L.  concolor 33 

Redwood  Lily L.  rubescens 58 

St.  Joseph's  Lily L.  longiflorum  multiflorum 45 

Sargent's  Lily L.  sargentiae 61 

Scarlet  Martagon  Lily L.  chalcedonicum 30 

Shasta  Lily L.   rubescens 60 

Sulphur  Lily L.  sulphureum 62 

Swamp  Lily L.  superbum 62 

Tiger  Lily L.  tigrinum 66 

Trumpet  Lily L.  longiflorum  multiflorum 45 

Turban  Lily L.  pomponium 54 

Turkscap  Lily   (Purple) .L.  martagon 46 

(Scarlet) L.  chalcedonicum 30 

"       (Yellow) L.  pyrenaicum 57 

Wood  Lily L.  philadelphicum 54 

Yellow  Speciosum  Lily L.   henryi 38 

Wheel  Lily L.   medeoloides 49 
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Lilium  Speciosum  Rubrum   Melpomene 
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LILIES  FOR  VARIOUS  LATITUDES 

The  following  varieties  are  the  hardiest  of  all  Lilies  and  are  most  suitable 
for  the  ordinary  garden  and  will  thrive  if  given  fair  treatment: 


Auratum  Vars. 

Batemanniae 

Browni  odorum 

Canadense  vars. 

Candidum 

Chalcedonicum 

Croceum 

Davuricum 

Elegans  vars. 

Hansoni 

Henryi 


LONGIFLORUM     MULTI- 
FLORUM 

Martagon  vars. 

Maximowiczi 

Monadelphum 

Pardalinum 

pomponium 

Pyrenaicum  vars. 

Philippinense  formo- 

SANUM 

Regale 


Sargentiae 
Speciosum  vars. 
superbum 

TlGRINUM    VARS. 

Tenuifolium 

"     Golden  Gleam 
Umbellatum  vars. 
White  Knight 

WlLLMOTTIAE 

Testaceum 


Lilies  for  the  Northern  States 


Auratum  vars. 

Browni  odorum 

Canadense 

Croceum 

Candidum 

Davuricum 


Elegans  vars. 
Hansoni 
Henryi 

Martagon  vars. 
Philippinense  for. 
Regale 


Sargentiae 
Speciosum  vars. 
Testaceum 

TlGRINUM 

Umbellatum 

WlLLMOTTIAE 


Lilies  for  Southern  States 

Many  of  the  Lilies  mentioned  above  are  suitable  in  some  parts  of  the 
South,  and  the  following  varieties  should  do  exceptionally  well,  providing 
they  will  receive  a  resting  season  that  will  allow  the  bulbs  to  ripen. 


Bakerianum 


Nielgherrense 


Ochraceum 


Wallichianum 
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FLOWERING  TIME  TABLE 

The  following  time-table  is  provided  so  that  Lily  lovers  may  select  their 
favorites  and  enjoy  a  continuous  bloom  from  June  till  October,  the  September 
varieties  flowering  till  late  in  October  by  planting  the  bulbs  in  Spring. 


Backhouse  Hybrids 
Browni  odorum 
Canadense  vars. 
Candidum 
concolor 
coridion 
Croceum 
Davuricum 
Elegans  vars. 


June  Flowering  Lilies 

Farreri 

Hansoni 

humboldti  vars. 

Japonicum  (Krameri) 

Japonicum  Alexandrae 

Martagon  vars. 

monadelphum 

pomponium 

Pyrenaicum 


ROEZLI 

Rubellum 
rubescens 
Tenuifolium 

Golden  Gleam 
Testaceum 
Umbellatum  vars. 
Washingtonianum 
White  Knight 


Amabile 

Bakerianum 

Bolandieri 

Carolinianum 

Centifolium 

Cernuum 

Chalcedonicum  vars. 

Columbianum 


July  Flowering  Lilies 

cordifolium 

Davidi 

glganteum  himilaicum 

Grayi 

Kelloggi 

Longiflofum  multi- 

FLORUM 

Marhan  vars. 
Maritimum 


Pardalinum 

Parryi 

Parvum 

Philadelphicum 

Philippinense  formo- 

SANUM 

Regale 

WlLLMOTTIAE 


auratum  vars. 
Batemanniae 
Henryi 
horsfordi 


August  Flowering  Lilies 

Leichtlini 
Neilgherrense 
ochraceum 
Sargentiae 


Sulphur  Gale 
superbum 
Wallacei 
Wallichianum 


Maximowiczi 


September  Flowering  Lilies 
Speciosum  vars.  Sulphureum 


Tigrinum  vars. 


CONSIDER     THE     LILIES 


85 


INDEX  OF  LILIES,  ONE  HUNDRED  AND  ONE  VARIETIES 


Name  page 

Amabile 27 

Auratum 24 

Crimson  Queen 24 

pictum 24 

platyphyllum 24 

rubro  vittatum 24 

wittei  (virginale) 24 

Backhouse  Hybrids,  Brocade 27 

Golden  Orb  27 

"        Mrs.  Backhouse 27 

"        Sceptre 27 

"        Sutton  Court 27 

Bakerianum 28 

Batemanniae 28 

Bolandieri 28 

Browni  odorum 28 

Callosum 31 

Canadense  flavum 31 

"         rubrum . .  • 31 

Candidum 31 

speciosum 31 

Carolinianum 32 

Centifolium 32 

Cernuum 32 

Chalcedonicum 32 

maculatum 32 

Columbianum 35 

Concolor 35 

Cordifolium 35 

Coridion 35 

Croceum 35 

Davidi 36 

Davuricum 36 

Elegans,  Alice  Wilson 36 

atrosanguir.eum 36 

Aurora 36 

bicolor 36 

horsmani 36 

Leonard  Joerg 36 

Peter  Barr 36 

"       Quilp 36 

robusta 36 

Mixed 36 

Farerri  (Duchartrei) 39 

Giganteum  himalaicum ; .  39 

Grayi 40 

Hansoni 40 

Henryi 40 

Horsfordi 43 

Humboldti,  magnificum 43 

bloomerianum 43 


Name  page 

Japonicum  alexandrae 43 

Japonicum  (krameri) 44 

Kelloggi. 44 

Leichtlini 44 

Longirlorum  multiflorum 47 

Marhan 47 

"     H.  J.  Elwes 47 

"     Miss  E.  Willmott 47 

Maritimum 47 

Martagon 48 

album 48 

dalmaticum 48 

dalmaticum  catanae 48 

Maximowiczi 51 

Medeleoides 51 

Monadelphum  (Szovitzianum) 51 

Neilgherrense 51 

Ochraceum  (Nepalense) 52 

Pardalinum 52 

Parryi 55 

Parvum 55 

luteum 55 

Philadelphicum 56 

Philippinense  formosanum 56 

Pomponium 56 

Pyrenaicum 59 

rubrum 59 

Regale  (Myriophyllum) 59 

Roezli 60 

"      Crimson 60 

Rubellum 60 

Rubescens 60 

Sargentiae 63 

Speciosum  album 63 

"         rubrum  magnificum 63 

"         rubrum  melpomene 63 

Sulphureum 64 

Sulphur-Gale 64 

Superbum 64 

Tenuifolium 67 

"       Golden  Gleam 67 

Testaceum  (Excelsum) 68 

Tigrinum  splendens 68 

"       More  pleno 68 

Umbellatum,  Golden  Fleece 71 

"  grandiflorum 71 

Mixed 71 

Wallace) 71 

Wallichianum 71 

Washingtonianum 72 
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